Mastertype, Mastertype D 
Mastertype i, ES 95, ES 95i 
Mastertype 100i, Mastertype *10i . 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startype i, Startype 130i 
Startype 130 BEi, Startype BAi, Ai, BT 


Service Department 
A 


|- Nr./Ideii.no.: 2812.00.67 
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Startype/Mastertyre 


y In — 


arter/Carcasa 


1.1 Bekleidusg 

Housing 

Carter 

Carce a 

e 

Pos. Mr Ja" d Bestell-Nr Benennung Deutsch Term änglish Farbe 
Pos. no./Co- a Ref. na. Denominación Espanol Color 

1 56 120-4504.1/08  OBERTE:L UPPER HOUSING F296 


CARCASA SUPERIOR 
NUR/ONLY/SOLO ES100i- 130i 

! 66.1.) 1504.'/05 OBERTEIL UPPER HOUSING F332 
CARCASA SUPERIOR 
WUR/ONLY/SOLO ES100i- 130i 

1 66.200-450 1,17 OBERTEIL UPPER HOUSING F296 
CARCAS. SUPERIOR 
'8/W.E F./LTSDE MASCH. 099500 


! 66.200-4504.1/14 So RTE UPPER HOUSING F332 
CAASA SUPERIO. 

2 66.200-4544.1/00 RElb: N-ATZ FRICTION WASHER 
FRICCION a "OR 

H 66.200-4545, 1/00 FEDER Le SPRING LH 
MUELLE IZ0s"t°00 

4 66 120-4536.1/00 PAPIERLEITPL.^- * PAPER GUIDE PLATE F296 


CHAPA DESVIADu ^ PAPEL 
NUR/ONLY/SOLG ES % - 139i 

4 66.120-4536.1/01 PAPIERLEITPLATTE PAPER GUIDE PLATE F332 
CHAPA DESVIADORA PArTi ` 
NUR/ONLY/SOLO ES100i- 138 


4 66.200-4536.1/00 PAPIERLEITPLATTE PAPER GUIDE PLATE F296 
CHAPA DESVIADORA PAPEL 
4 66.209-4536 1/08  PAPIERLEITPLATTE PAPER GUIDE PLATE F232 
CHAPA OESVIADORA PAPEL 
4 66.252-4536.1/00 PAPIERLEITPLATTE BA PAFOR GUIDE PLATE BA 52% 
CHAPA DESVIADORA PAPEL BA 
4 66.252-4536 1/01 PAPIERLEITPLATTE BA PAPER GMJE PLATE BA F332 
CHAPA DESVIADORA PAPEL BA 
4 66.253-4536 1/00 PAPIERLEITPLATTE ARABISCH PAPER GUIDE PLATE ARABIC F296 
CHAPA JESVIADORA PAPEL ARABE 
4 66.253-4536 1/01 PAPIERLEITPLATIE ARABISCH PAPER GUIDE PLATE ARABIC F332 
CHAPA DESVIADORA PAPEL AÑADE | 
5 67. 203-4733. 1/00 PAPIERAALAGE PAPER GUIDE F296 | 


GUIA PARA EL PAPEL 
Bi. INGUA: - ARABISCH 
5 87 203 4733.1/01 PAPIERANLAGE PAPER GUIDE F332 
GUIA PARA El. PAPEL 
$^ INGUAL- ARABISCH 


5 13.660- 1262. 1/06 CATERANLACE PAPER CUIDE F313 
GUIA PARA EL PAPEL 
5 73.680-1222 1/06 PAPIERANLAGE PAPER GHIDE F332 


GUIA PARA EL PAPEL 


*arbschlüsse! siehe Kap ~ 79 - Calor code see chapter ^^ 
Code couleurs voir chapitre 30 - Codigo de colores véase capı.. '^ 30 


A3 


jekleldung/Housing 


arter/Larcasa 


Bekleidung 
Housing 
Carter 
Carcasa 


Pos.-tir./ Bavteil 
Pos. no /Comp. 
66.200-4532.1/00 


73.660-1072.1/00 


66.200-4539.1/00 
66.200-4539.1/06 
67.001-4669.1/00 


66.120-4531.1/00 


66.200-4531.1/00 


66.200-4531.1/10 


66.252-4531.1/00 


66.252-4531.1/01 


66.253-4521.1/00 


66.253-4531.1/01 


66.200-4546.1/00 
024316-050.8/00 
66.200-4533.1/00 


66.200-4533.1/05 


66 200-4533. 1/06 


Farbschiussel siene Kapitel 30 - 
Code couleurs voir 


MERKSCHIEBER 

INDICADOR DE MARGENES 
AB/W.E.F./DESDE MASCH. 934877 
MERKSCHIEBER 

INDIC .DOR DE MARGENES 

BIS/UP TC/HASTA MASCH. 934876 
BOGENENDANZEIGER 

INDICADOR FIN DE PAPEL 
BOGENENDANZEIGER 

INDICADOR FIN DE PAPEL 
BLATTFEDER 

FLEJE 

GERAEUSCHABDECKUNG 

TAPA ANTIRRUIDOS 
NUR/ONLY/SOLO ES100;- 130: 
CERAEUSCHABDECKUNG 

TAPA ANTIRRUIDOS 

BIS/UP TO/ HASTA MASCH.334876 
GFRAEUSCHABDECKUNG 

TAPA ANTIRRIIOOC 
AB/W.E.F./DESE MASCH. 934877 
GERAEUSCHABDECKUNG BA 

TAPA ANTIRRUIDOS BA 

BIS/UP TO/HASTA MASCH. 934876 
GERAEUSCHABOECKUNG BA 

TAPA ANTIRRUIDOS BA 
AB/W.E.F.'DESDE MASCH. 934877 
GERAEUSCHABDECKUNG ARABISCH 
TAPA ANTIRRUIDOS APABE 
BIS/UP TO/HASTA MASCH. 934876 
GERAEUSCHABDECKUNG ARABISCH 
TAPA ANTIRRUIDOS ARABE 
AB/W.E.F. ¿DESDE MASCH. 934877 
FEDER ATS. 

MUELLE DERECHO 

SCHTIBE 

ARANDELA 

BLENDSCHUTZ 

VISERA ANTIRREFLE XA 
SLENOSCHUT= 

VISERA ANTIRREFLENIVA 

SIS/UP TO/HASTA MASCH. 934376 
BLENDSCHLTZ 

VISERA AMTIRREFLEXIVA 
AB/W.ES. HASTA MASCH. 934877 


Colo: 


hanıtre 49 


Ad 


Cod.co de colores véase 


Fecha: 09.89/00 
-Nr. /Adent.no.. 7812.00.67 


Term Encúsh 


FAGE ENO INDICATOR 
PAGE ENO INDICATOR 
PLATE SPRING 


NOISE MUFFLING HOOD 


NOISE MUFFLING HOOD 


NOISE MUFFLING HOOD 


NOISE MUFFLING HOOO BA 


NOISE MUFFLING HOOD BA 


SOUND MUFFLING HOOD ARABIC 


SOUND MUFFLING HOOD ARABIC 


SPRING RH 
WASHER 
ANTI-DAZZLE HOOD 


ANTI-DAZZLE HOOD 


ANTI-DAZZLE HOOD 


ide see chapter 30 


capitulo 30 


Housing 
Carter 
Carcasa 


73.680- 1223. 1/07 


73.660- 1223. 1/09 


87.001-4545. 1/00 


66.200-4541. 1/00 


56.200-4541.1/02 


73.660-1289. 1/00 


73.660- 1288. 1/00 


73.660- 1288. 1/04 


56.120-4685 2/00 


86.120-4705.2/00 


66. 120-4705.2/02 


66. 140-4705. 2/00 


66. 140-4705. 2/02 


66. 142-4685.2/00 


56.142-4686.2/00 


86.142-4687.2/00 


66. 142-4693. 1/00 


66. 150-4705.2/00 


66. 150-4705.2/02 


VISERA ANTIRREFLEXIVA 
NUR/ONLY/SOLO ES100; - 130 
BLENDSCHUTZ 

VISERA ANTIRREFLEXIVA 
NUR/ONLY/SOLO ES100«- 130 
REIBEINSATZ 

FRICCIONADOR 

BIS/UP TO/HASTA MASCH. 934876 
Ke OPE RTS. 

TAPA DERECHA 

KAPPE RTS. 

TAPA DERECHA 

RASTFEDER 

FLEJE OF ENCLAVAMIENTO 
RAST SCHEIBE 

DISCO DE ENCLAVAMIENTO 
NUR/ONLY/SOLO ES100i ` 130i 
RASTSCHEIBE 

DISCO DE ENCLAVAMIENTO 
DECKEL MASTERTYPE 1201 
TAPA MASTERTYPE 1201 
DECKEL MASTERTYPE 110 
TAPA MASTERTYPE 31% 
DECKEL MASTERTYPE 1101 
TAPA MASTERTYPE 1101 
DECKEL MASTERTYPE 1001 
TAPA MASTERTYPE 1001 
DECKEL MASTERTYPE 1001 
TAPA MASTERTYPE 1001 
DECKEI. MASTERTYPE 100 BFI 
TAPA MASTERTYPE 100 BF! 
DECKEL MASTEATYPE 100 BH! 
TAPA MASTERTYPE 100 BHi 
DECKEL MASTERTYPE 109 8E! 
TAPA MASTERTYPE 100 BEI 
DECKEL MASTERTYPE 106 à» 
TAPA MASTESTYPE 100 BAI 
DECKEL STARTYPE 1301 
TAPA STARTYPE 1301 
DECKEL STARTYPE 1301 
TAPA STARTYPE 1301 
DECKEL STARTYPE 130 BFI 
TAPA STARTYPE 130 BFI 


ANTI-DAZZLE HOOD 


ANTI-DAZZLE HOGO 


POSITION INSERT 


CAP RH 


CAP RH 


DETENT SPRING 


LATCH WASHER 


LATCH WASHER 
COVER MASTERTYPE 1201 
COVER MASTERTYPE 1101 
COVER MASTERTYPE 1101 
COVER MASTERTYPE 100! 
COVER MASTERTYPE 1001 
COVER MASTERTYPE 100 BFI 
COVER MASTERTYPE :00 BHI 
COVER MASTERTYPE 100 BEI 
Coven MASTERTYPE 190 RAI 
COVER STARTYPE 1301 
COVER STARTYPE 1301 


COVER STARTYPE 130 ¿Fl 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 50 
Code couleurs voir chapitre 30 - Codigo de colores vézse capitulo 30 


A5 


Housing 
Carter 
Carcasa 


66. 152-4693. 1/00 
66.200-4705.2/00 
66.200-4705.2/02 
66.220-4705.2/00 
66.220-4705.2/02 
66.230-4705.2/00 
66.230-4705.2/01 
66.240-4705.2/00 
66.240-4705.2/02 
66.241-4705.2/00 
66.241-4705.2/02 
66.242-4705.2/00 
66.242-4705.2/02 
66.243-4705.2/00 
66.243-4705.2/02 
66.250-4705.2/00 
66.250-4705.2/02 
66.250-4707.2/00 
66.250-4707.2/02 


66.251-4705.2/06 


Term English 


DECKEL STARTYPE 130 BHI COVER 
TAPA STARTYPE 130 BHI 

DECKEL STARTYPE 130 BEI COVER 
TAPA STARTYPE 130 BEI 

DECKEL STARTY.E 130 BA; COVER 
TAPA STARTYPE 130 BAI 

DECKEL MASTERTYPE COVER 
TAPA MASTERTYPE 

DECKEL MASTERTYPE COVER 
TAPA MASTERTYPE 

DECKEL MASTERTYPE D COVER 
TAPA MASTERTYPE D 

DECKEL MASTERTYPE D COVER 
TAPA MASTERTYPE D 

DECKEL NEUTRAL COVER 
TAPA SIN DENOMINACION 

DECKE! NEUTRAL COVER 
TAPA SIN DENOMINACION 

DECKEL MASTERTYPE | COVER 
TAPA MASTERTYPE 1 

DECKEL MASTERTYPE | COVER 
TAPA MASTERTYPE i 

DECKEL MASTERTYPE BT COVER 
TAPA MASTERTYPE BT 

DECKEL MASTERTYPE BT COVER 
TAPA MASTERTYPE BT 

DECKEL MASTERTYPE BA | COVER 
TAPA MASTERTYPE BAI 

DECKEL MASTERTYPE BA | cover 
TAPA MASTERTYPE BAI 

DECKEL MASTERTYPE A I COVER 
TAPA MASTERTYPE Al 

DECKEL MASTERTYPE A | COVER 
TAPA MASTERTYPE Al 

DECKEL STARTYPE COVER 
TAPA STARTYPE 

DECKEL STARTYPE COVER 
TAPA STARTYPE 

DECKE!. STARTYPE I COVER 
TAPA STARTYPE | 

DECKEL STARTY/* t COVER 
TAPA STARTYPE 

DECKEL STARTY”E 81 COVER 
TAPA STARTYPE 8T 


STARTYPE 130 BHI 


STARTYPE 120 BEI 


STARTYPE 130 BAI 


MASTERTYPE 


MASTERTYPE 


MASTERTYPE D 


MASTERTYPE D 


NEUTRAL 


NEUTRAL 


MASTERTYPE | 


MASTERTYPE | 


MASTERTYPE BT 


MASTERTYPE BT 


MASTERTYPE BA | 


MASTERTYPE BA | 


MASTEPTVPE A | 


MASTEPTYPE A | 


STARTYPE 


STAATYPE 


STARTYPE | 


STARTYPE | 


STARTYPE 8T 


Farbschiussel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs vow chapitre 30 - Codigo de colores véase capitulo 30 


A6 


Housing 
Carter 
Carcasa 


2 


22 


56.253-470% 2/00 


65.253-4705.2/02 


034109-000.6/00 


311421-000.6/00 


66.220-4521.2/00 


86.220-45^1.2/01 


F5.250-4521.2/00 


66.250-4521.2/03 


312638-000.6/00 


411165-000.6/00 


318106-060 6/01 


66.150-4551.2/00 


66.200- 4551 2/00 


56.210-4551.2/00 


66 220-4509. 1/00 


65 220-4509. 1/01 


DECKEL STARTYPE 8T 

TAPA STARTYPE 8T 

DECKEL STARTYPE 8A ! 

TAPA STARTYPE BAI 

DECKEL STARTYPE BA ! 

TAPA STARTYPE BA 

DECKEL STARTYPE A 1 

TAPA STARTYPE Al 

DECKEL STARTYPE A | 

TAPA STARTYPE Al 

SCHEIBE 

ARANDELA 

SCHRAURC M4X40 

TORMALO M4X40 

RAHMEN F. DISPLAY 20 STELLEN 

BASTIDOR PARA OISPLAY 20 OIGITOS 

RAHMEN F. DISPLAY 20 STELLEN 

BASTIDOR PARA DISPLAY 20 DIGITOS 

RAHMEN F. DISPLAY 40 STELLEN 

BASTIDOR PARA DISPLAY 40 DIGITOS 

RAHMEN F. DISPLAY 40 STELLEN 

BASTIDOR PARA DISPLAY 40 MITOS 
.BSTSCHNEIDESCHRAUB' 

TORNILLO AUTOCORTANTE 

DAEMPFUNG 

AMORTIGUADOR 

ZYLINDERBLECHSCHRAUBE 

TORNILLO CILINDRICO PARA CHAPA 

KONTAKTPLATTE 

PLACA CONDUCTORA 

NUR/ONLY/SOLO ES100.- 130: 

KONTAKTPLATTE 

PLACA CONDUCTORA 

ES 95, 90 plus, 900 

KONTAKTPLATTE 

PLACA CONDUCTORA 

ES 91 

DAEMPFUNGSRING 

ANILLO AMORTIGUADOR 


Term Enghsh Farba 
Color 

COVER STARTYPE BT F332 

COVER STARTYPE BA | F296 

COVER STARTYPE BA | FI32 

COVER STARTYPE A | F296 

COVER STARTYPE A I F332 

WASHER 

SCREW M4X40 

FRAME FOR DISPLAY 20 DIGITS FIn 

FRAME FOR DISPLAY 20 DIGITS F332 

FRAME FOR DISPLAY 40 DIGITS FIN 

FRAME FOR DISPLAY 40 DIGITS F332 

SELF-TAPPING SCREW 

CAMPING 

SELF-CUTTING SCREW 

CONTACT PLATE 

CONTACT PLATE 

CONTACT PLATE 

DAMPING RING 

COVER F296 

COVER F332 


Farbschlussel sehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


Al 


Ersatzteilo - Spare parts - Pièces de rechange - Repuestos za 01-001.5 


lde.st-Nr (ent ne 7812.00.67 


1.1 Bekleidung 
Heusing 
Carter 
Carcasa 
Pos.-Nr. Bauteil Bestell- Nr. Benennung Deutsch Term English Farbe 
Pos. no. Comp. Rel. no. Denominación Español Color 
2" 458754-050.6/00 AUFKLEBER DEUTSCH LABEL GL^MANI 
ETIQUETA ALEMAN 
2 458755-050.6/00 AUFKLEBER ENG ISCH LABEL ENGLISH 
ETIQUETA INGLES 
23 66.120-4518.1/00 TASTATURABDECK. ES 1101-1301 KEYBOARD COVER ES 1,7:-1301 F296 
TAPA DE TECLOO ES 1101-1301 
66.120-4518,1,/06  TASTATURABDECH. ES 1101-1301 KEYBOARD COVER ES 1101-1301 F332 
TAPA DE TECLADO ES 1101-1301 
* 23 66.120-4718.1/00 TASTATURABDECKJNG KEYBCARD COVER PA? 
TAPA DE TECLA» ^ 
NUR/ONLY/SOLO ES 110: - 130: 
66.140-4518.1/00 TASTATURABDECKUNG ES 1001 KEYBOARD COVER ES 1001 F296 
TAPA DE TECLADO ES 1001 
66.140-4518.1/05 TASTATURABDECKUNG ES 1001 KEYBOARD COVER ES 100) F332 
TAPA DE TECLADO £S 1001 
* a 66.140-4718.1/00 TASTATURABDECKUNG KEYBOARD COVER F332 
TAPA DE TECLADO 
NUR/ONLY/SOLO ES tigi - 130i 
Bi 66.200-4517.2/02 TASTATURASDECKUNG MASTERTYPE KEYBOARD COV:R MASTERTYPE J6 
TAPA DE TECLADO MASTERTYPE 
E 66.200-45'5 *,gu TASTATURABDECK. MASTERTYPE + | KEYBOARD COV:R MASTERTYPE + | F296 
TAPA DE TECLADO MASTERTYPE + I 
<8 $0.200-4518.1/06 TASTATURABDECK. MASTERTYPE + | KEYBOARD COV.R MASTERTYPE + ! F332 
TAPA DE TECLADO MASTERTYPE + i 
28 66.230-4518.1/00 TASTATURABDECK. COMPACT 1001 KEYBOARD COV H COMPACT 100 1 F296 
TAPA DE TECLADO COMPACT 100 ! 
28 66.230-4518.1/08 TASTATURABDECK. COMPACT 1001 KEYBOARD COV:R COMPACT 100 | F33 
TAPA UE TECLADO COMPACT 100 ! 
78 66.230-4618.1/00 TASTATURABDECKUNG STAND. 100 — KEYBOARD COVER STANDARD 190 £256 
TAPA DE TECLADO STANDARD 100 
26 66.230-4618.1/02 TASTATURABDELK. STAND. 100 | KEYBOARD COV R STANDARD '^u i  F296 
TAPA DE TECLADO STANDARD 192 ; 
28 66.230-4618.1/08 TASTATURABDECKUNG STAND. 100 KEYBGARD COV R STAND? D 100 F3:2 
TAPA üt TECLADO STANDARD 100 
28 66.240-4518.1/00 TASTATURABDECKUNG ES 95 KEYBOARD COVER ES A ¡eds 
TAPA DE TECLADO ES 95 
28 66.240-4518.:/01 TASTATURABDECKUNG ES 95 | KEVAN 2%, COW ES 95 1 F296 
TAPA DE TECLADO ES 95 ! 
28 66.240-4518.1/05 TASTATURABPE umi ES 35 KEYBOARD “UVR ES 95 F332 
"e UE TECLADO ES 95 
28 66 "EZ ai 2100 TASTATURABDECK. STAR/MASTER D KEYBO/ 4D COV:R STAR/MASTER D F296 
TAPA DE TECLADO STAR/MASTER D 
28 66.250-4518.1/00 TASTATURABDECK. STARTYPE/D + | KE BOARD COVIR STARTYPE/D + 1 F296 
TAPA DE TECLADO STARTYPE/D + 1 
* = Tastatur schwenkbar Farbschlüssel siehe Kate 30 - Color code see chapte 30 
Pivoting keyboard Code couleurs voir chapitre 30 - Codigo de olores véase capitulo 30 
Teclado inclinable 
€ 


A8 


ousing 


> ter/Carcasa 


Bekleidung 
Housing 
Carter 
Carcasa 


Pos.-'dr. /Bauted 
Pos. no. (Comp 


28 66.250-451%.1/05 TASTATURABOECK STARTYPE/D +' KEYBOARD COVER STARTYPE/D + | 
TAPA DE TILLADO STARTYPE/D + | 
29 66.14^-4577.2/00 PLATTE PLATE 

PLACA 
NURAONLY/SOLO ES100i - 130: 

66.120-4501.2/00 BODENWANNE BOTTOM 
CARCASA INFERIOR 
NUR/QNiY/SOLO ES100i - 130; 

66.120-4521.2/06 BODENWANNE BOTTOM 
CARCASA INFERIOR 
NUR/ONLY/SOLO E$100i- 130; 

66.120-4601.2/00 BODENWANNE UL BOTTOM PA. UL 
CARCASA INFERIOR UL 
NUR/ONLY/SOLO ES100i - 120 

66.120-4601.2/06 BODENWANNE UL BOTTOM PA. UL 
CARCASA INFERIOR UL 
NUR/ONLY/SOLO ES100i- 130: 

66.120-4701.2/00 BODENWANNE BASE PLATE 
CARCASA INFERIOR 
NUR/ONLY/SOLO ES 11) - 130i 

68.120-4801.2/00 BODENWANNE UL BASE PLATE UL 
CARCASA INFERIOR U. 
NUR/ONLY/SOLO ES :10, - 130i 

66.200-4501.?/C4 BODENWANNE BASE PLATE 
CARCASA INFERIOR 
BIS/UP TO/HASTA AASH 181892 

66.200-4501.2/06 BODENWANNE BASE PLATE 
CARCASA INFERIO i 
AB/W.E.F./DESDE MASCH. 181292 

66.200-4501.5/00 BODENWAMMT BASE PLATE 
LARCASA INTERIOR 

v0.200-4601.2/00 BODENWANNE LL BASE PLATE UL 
CARCASA INFERIOR UL 

66.200-4601.2/05 BODENWANNE JL BASE PLATE UL 
CARCASA INF! RIOR UL 

412408-050.6/00 GUMMIFUSS RUBBER FOOT 
PIE DE GOM? 
Wie TO/WASTA MASCH. 187237 

66.210-1120.1/25 GUMMIFUSS 
PIE DE GOMA 
AB/W.E.F./'JESDE MASCH. 187238 

66.125-4510.1/00 RUECKWAHD 
CARCASA. POSTERIOR 
NUR/ONL //SOLO ES100i - 130i 


$ = Tastatur schwenkbar Farbschiüssel siehe Kapitel 30 - Color code see chapter 30 


Pivoting keyboard Jode couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 
Teclado ınchnadle 


^ Pos.-Nr./Bauteil 
Pos. no./Comp. 


37 
37 
O.ILLUSTR. 


O.ILLUS 18. 


O.ILLUSTR. 
O.ILLUSTR. 


O.ILLUSTR. 


O.ILLUSTR. 


O.ILLUSTR. 


Housing 
Carter 
Carcasa 


56.120-4510.1/06 


66.200-45 10. '/00 
66.200-4510. 1/14 
311409-000.6/00 
66.200-4612.1/00 
66.200-4612.1/08 
66.200-4542.1/00 
66.200-4542.1/01 


336506-000.6/00 


90.7099-000.1/00 


90.7104-000.1/00 


318301-060.6/00 


695232-000.6/00 


67.001-4187.1/00 


90.7105-000. 1/00 


90.7106-000.2/00 


90.7107-000.2/00 


90.7108-006.2/00 


Benennung Deutsch Term English 
Denominación Espanol 

RUECKWAND REAR PLATE 
CARCASA POSTERIOR 

NUR/ONLY/SOLO ES100i- 130; 

RUECKWAND REAR PLATE 
CARCASA POSTERIOR 

KUFCKWAND REAR PLATE 


CARCASS POSTERIOR 
KREUZSCHLITZSCHRAUBE M4X10 
TORNILLO DE ESTRELLA M4X10 


RECESSED HEAD SCREW M4X10 


SCHALTERABDECKUNG SWITCH COVER 
CUBIERTA DE INTERRUPTOR 

SCHALTERABDECKUNG SWITCH COVER 
CUBIERTA NE INTERRUPTOR 

KAPPE LKS. CAP L.H. 

TAPA IZQUIERDA 

KAPPE LKS. CAP L.H. 

TAPA IZCUIERDA 

FEDERSCHEIBE SPRING WASHER 


ARANDELA ELASTICA 
NUR/UNLY/SOLO £E5100-130; 
BREMSKLOTZ ES 90-LINIE 

TOPE AMORTIGUADOR LINEA ES 90 
WITH LAMP/CON LAMPARA 
BREMSKLOTZ ES 90-LINIE 

TOPE AMORTIDUADOR LINEA ES 90 
WITHOUT LAMP/SIN LAMPARA 
BLECHSCHRAUBE 3,5X16 

TORNILLO PARA CHAPA 3,5X16 
SPASTIKER/SPASTIC/ESPASTICOS 


BRAKE BLOC ES 90-LINE 


BRAKE @LOC ES 90-LINE 


SEL'-TAPPING SCREW 3.5X16 


FERRIT-RING FERRITE COLLAR 
ANILLO DE FERRITA 

ABDECKUNG COVER 

TAPA 

SPASTIKER/SPASTIC/ESPASTICO 

BREMSKLOTZ BRAKE BLOC 


TOPE AMORTIGUADOR 

ES 100i,200,340-LINE/LINEA 

BLENOSCHUTZ-LAMPE ES 90-LINIE  ANTIDAZZLE LAMP ES S6-LINE 
VISERA ANTIRREFLEXIVA LAMPARA LINEA ES 90 
BLENOSCHUTZ-LAMPE ANTIDAZZLE LAMP 

VISERA ANTIRREFLEXIVA LAMPARA 
ES 100:,200,340-LINE/LINEA 
VORSCHALTGERAET 220V/50HZ 
ESTABILIZADOR 220V/50HZ 

ES 90-, ES 100i-LINE/LINEA 


MAIN POWER UNIT 270V/50HZ 


Farbschlüssel siehe Mapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 3C 


A10 


F296 


1296 


F296 


90.7113-020.2/00 


90.7114-009.2/01 


Benennung Deutsch 
Denominación Español 


VORSCHALTGERAET 1 i2V/60HZ 
ESTABILIZADOR 1:0V/60HZ 
ES 90-, ES 100i-LINE/LINEA 
VORSCHALTGEMAET 110V/60HZ 
ESTABIIZADIR 110V/69HZ 
tS 200-LINE/LINEA, ES 340 


Farbschlússel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


All 


MAIN POWER UNIT 110V/60HZ 


MAIN POWER UNIT 110V/G0HZ 


AIN ee PRENNENT LAES eee ee uM, < | < sm T3 T - 


2 mm vn 
| ousing 


«arter/Carcasa 


14 P 
Housing 
Carter 
Carcasa 


ncc ee eine e 


i-Nr./Ident.no.: 7812.00.67 


12 


V. 


12 Bekleidung Schnittstellen, Optionen 
Housing interfaces, Optiors 
Carter jonctions, Option 
Carcasa interfaces, Opciones 


Pos. no /Comp 


Ref. ^o. 


56.200- 1125. 1/00 


67.506-1591.2700 
67.500- 1595. 1/00 
486820-000.6/09 
334751-000.6 00 
66 250-308; .2/00 
66.259-3033.2/00 


66. 140-;.124.2/00 


66.205-2124.2/00 


56.200-2170.1/00 


:1.6312-077.:/60 


27.8312-077.1/65 


87.001-2270.2/00 


66.200-2060.2/00 


66.200-2061.2/12 


67.048-4174. 1/01 
67.048-4174. 1/70 
67 048-4175. 1/01 
67.048-4175.1/70 


67. 166-4166. 1/70 


Benennung Deurech 
Deneminsidn Español 


ACHSE FUER EFE/EZE 
EJE PARA EFE/EZE 
WALZENANTRIEB 


SISTEMA MOTRIZ RODILLO IMPRESION 


LAGER 

CASQUILLO 

DRUCK; EDER 

MUELLE FRESIONADOR 
SCHEIBE 

ARANDELA 
FLACHBANDLEITUNG 
MANGUERA PLANA 
KABELBAUM 470MM 
MANGUERA DE CABLES 470MM 
DRUCKWERKSLEITERPLATTE 
PLACA DE UNIDAD IMPRESOR» 
ES90/91 ab 830223, ES100i- 120 
DRUCKWERKSLEITERPLATTE 
PLACA DE UNIDAD IMPRESIRA 
ES 90/91 bis Nr. 833222 
AUSGLEICHBLECH 

CHAPA COMPENSACORA 
TASTENKNOPF ONLINE 

TECLA ON-LINE 

TASTENKNOPF ONLINE 

TECLA ON-LINE 
KONTAKTTRAEGER KPL. 
SOPORTE DE CONTACTO CPL. 
KASSETTENAUFNAHME KPL. 
SOPORTE DE CASSETTE CPL 
KASSETTENAUFNAHME KPL. 
SOPORTE DE CASSETTE CPL. 
AB/W.E.F./DESDE MASCH. 694574 
TASTENKNOPF 

TECLA 

TASTENXNOPF 

TECLA 

TASTENKNOPF 

TECLA 

TASTENKNOPF 

TECLA 

M.INDKAPPE 

TAPA CIEGA 


SHAFT FOR EFE/EZE 


PLATEN DRIVE 


BEARING 


COMPRESSION SPRING 


WASHER 


FLAT CABLE 


CABLE HARNESS 18.5INCi! 


PRINTER PCB 


PRINTER PCB 


COMPENSATION SAF%1 


KEYTOP ON-LINE 


KEYT-1? ON-LINE 


COMTACT SUPPORT ASSY 


CASSETTE COMPARTMENT ASSY 


CASSETTE COMPARTMENT ASSY 


KEYTOP 


KEYTO? 


KEYTON 


KEYTOP 


DUMMY CAP 


Farbschidssel sehe Kapitel 30 - Color code see chapter 36 
Code couleurs voir chapitre 30 - Codigo de colores véas capitulo 30 


A13 


F314 


F296 


F314 


F315 


F314 


F313 


F313 


1.2 Bekleidung Schnittstellen, Optionen 
Housing interfaces, Options 


Carter jonctions, Option 
Carcasa interfaces, Opciones 


Pos.-Nr./Bauteil 
Pos. ^o./C 


Bestell-Ivr. 
Rel. no. 


dad. dex: 
D D : 09.89/00 
-Nr./Ident.no.. 7812.00.67 


15 


15 


15 


15 


15 


20 


20 


21 


21 


21 


67.166-4186.1/70 


25.240-4052. 1/00 


66.240-405:. 1/02 


66.250-4051.1/09 


66.250-4051.1/02 


66.250-4052.1/00 


66.250-4052.1/02 


671221-000.6/00 
66.200- 1094. 1/00 
66.290-1083.1/00 
66 200-1136.1/00 


oS 140-1517.2/00 


87.699-1516 2/04 


66.120-450% 1/00 


66.120-4504.1/05 


66.200-4504. 1/07 


66.200-4504.1/ i4 


BLINDKAPPE 

TAPA CIEGA 

DECKEL FUER UNTERPROCRAMM 
CUBIERTA PARA SUBPROGRAMA 
MASTERTYPE PLUS BT 

DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
MASTERTYPE PLUS BT 

DELYEL FUER UNTERPROGRAMM 
CUBIER yA PARA SUBPROGRAMA 
STARTYPE 

DECKEL FUER "NTERPROGRAMM 
CUBIERTA PARA s'BPROGRAMA 
STARTYPE 

DECKEL FUER UNTERPRULCRAMM 
CUBIERTA PARA SUBPROCRA;*A 
STARTYPE BT 

DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
STARTYPE BT 

LED GRUEN 

LED VERDE 

ROLLE 

POLEA 

KONTAKTFEDER 

FLEJE DE CONTACTO 

KING 

ANILLO 

PAPIERFUHRU. \SWANNE 
CHAPA ALIMENTACION PAPE! 
NUR/ONLY/SOLO ES100i- 130; 
PAPIERFUEHRUNGSW ANNE 
"HAPA ALIMENTACION PAPEL 
Kiwi? 

CAPCASA SUFCRIOR 
NUR/GNLY/SOLO ES100: - 130i 
OBURTEIL 

CARC, SA SUPERIOR 

NUR/ONL *SOLG ES100i- 130i 
OBERTEIL 

CARCASA SUPERIOR 


AB/W.E.F./DESDE MASCH. 999590 


JBERTEIL 
ZARCASA SUPERIOR 


Term English Farbe 
Color 

DUMMY CA? F313 

COVER FOR SUBPROGKAM F213 

COVER FOR SUBPROGRAM ray 

COVER FOR SUBPROGRAM FIN? 

CNVER FOR SUBPROGRAM F314 

COVER FOR SUBPROGRAM F313 

COVER FOR SUBPROGRAM F.M 

LED GEFEN 

ROLLER F102 

CONTACT SPRING 

RING 

PAPER GUIDE PAN 

PAPER TROUGH 

UPPER HOUSING F296 

UPPER HOUS.NG F332 

UPPER HOUSING F296 

UPPER HOUSING F332 


Farbschiüssel siehe Kaoitel 30 - Color coce see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 
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1.2 


Pos. Nr ër jet 
Pos. no./Comp. 


Ze 


Bekleidung Schnittstellen, Optionen 


Housing interfaces, Options 
Carter jonctions, Option 
Carcasa interfaces, Opciones 


66. 140- 1078.2/00 


66.140-1178.2/00 


66.200- 1925.2/03 


66.200-1162.2/00 


GC 149-1530.2/00 


67.600- 1520.2/00 


87.118-3320.2/00 


312624-060.6/00 


577934-000.8/00 


561814-000.6/00 


66.240-3086.2/00 


034127 -000.6/09 


311426-000 6/00 


314310-002.5/00 


012531-000.6/00 


314310-002.6/00 


66.222-4529. 1/00 


66.226-4509.1/01 


66.200-4* 14.1/00 


66.250-4511.1/00 


VERTIKALMITOR 

MOTOR DE PASO VERTICAL 
NUR/ONLY/SOLO ES130i 
VERTIKALMOTOR 

MOTOR DE PASO VERTICAL 
NUR/ONLY/SOLO ES100i/ 4191/1205 
VERTIKALMOTOR 192 5/4,23MM 
MOTOR VERTICAL 132 5⁄4 22MM 
VENTIKALMOTOR 202 4,23MM 
MOTOR VERTICAL 202 ¿,23MM 
LEITERPLATTE PAPIERENDT 
PLACA ELECTRONICA FIN PAPEL 
NUR/ONLY/SOLO ES 100 -120i 
LEITERPLATTE PAPIERENDE 
PLACA ELECTRONICA FIN ?APEL 
LEITERPLATTE MIKROCISK 
PLACA ELECTRONICA MICRODISCO 
SELBSTSCHNEIDESCHR AUBE 3,5X8 
TORNILLO ^UTOCORT/ NTE 3,5X8 
MASSEBAND 

CABLE OE MASA 

FLACHSTECKER 6,3 

CONECTOR PLANO 6.: 
FLACHBANDLEITUNG 21CM 
MANGUERA PLANA .1CM 

1- MODELLE/MOOELS 

SCHEIBE 

ARANOELA 
KREUZSCHLITZSCHRAUGE M2,5X10 
TORNILLO DE ESTRELLA M2,5X16 
SECHSKANT SCHRAUBE 

TORNILLO EXAGONAL 
ZYLINDERSCHRAUBI. 

TORNILLO CILINDRIO 
ABSTANOSHALTER 

SE" ARADOR 

ABDECKKAPPE 

CUBIERTA 

ABDECKKAPPE 

TAPA 

STECKERBLECH V24C/IEC/FIFO 
PLACA CON CONECTOR V24C/IEC/FIFC 
STECKERBLECH CENTRONICS 
PLACA CON CONECTOR CENTRONIC 5 


VERTICAL MOTOR 


VERTICAL MCTOR 


VERTICAL MOTOR 19T 0 20/0.17INCH 


VERTICA,. MOTOR 29T 0,17INCH 


PCB PAPER ENO 


PCB PAPER CND 


PCB MICROCISF 


SELF-TAPPING SCREW 3,5X8 


GROUND CABLE 


FLAT CONNECTOR 63 


FLAT CABLE B.SINCH 


WASHER 

RECESSEO HEAD SCREW M2,5X10 
HEXAGONAL BOLT 

PAN-HEADED SCREW 

SPACER 

CAP F296 
CaP F332 
PLUG PLATE V24C/IEC/FIFO 


PLUG PLATE CENTRONICS 


Farbschlussel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codige de colores véase capitulo 30 


A15 


Ra - ipee parts Wen de gung - Papusstos 
'Startype/Mastertype 


. ` Tr" — 


1.2 Bekleidung Schnittstsilen, Optionen 
Housing interfaces, Options 
Carter jonctions, Opticn 
Carcasa interfaces, Opciones 


Datur/Cate/Fecha: 09.89/00 ` 
ident tir /Ident.no: 7812.00.67 


IPos.-Nr./Bauteil Bestell-Nr. benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominación Espanol Color 
34 66.250-4514.1/00 STECKERBLECH TTL PLUG PLATE TTL 
PLACA CON CONECTOR TTL 
35 66.120-4510.1/00 RUECKWANO REAR PLATE F296 


CARCASA POSTERIOR 
HUR/ONLY/SOLO ES100i - 130: 
35 66.120-4510.1/06 RUECKWAND REAR PLATE F332 
CARCASA POSTERIOR 
NUR/ONLY/SOLO ES100i- 130i 


35 66.200-4510.1/00 FUECKWAND REAR PLATE F296 
CARCASA POSTERIOR 
35 66.200-4510.1/14 FUECKWAND REAR PLATE F332 
CARCASA POSTERIOR 
36 31.047-4543.1/00 ABDECKKAPPE COVER F332 
"APA 
37 66.200-4507.1/00 ABSTANDSHALTER SPACER Fm 
SEPARADOR 
38 015017-060.6/00 LINSENSCHRAUBE M3X5 OVAL-HEADED SCREW M3X5 
“ORNILLO MIX5 
O.ILLUSTR. 66.200-4573.1/00 ‘CHILD FTZ/WR. DBP A 505186 U LABEL FTZ/NR. OSP A 505186 U 
ETIQUETA F7Z/NR. DBP A 505166 U 
O.ILLUSTR. 90.7040-000.2/00 MACHRUESTSATZ PAPIERENDE RETROFITTING KIT PAPER END 
FIT DE MONTAJE POSTERIOR FIN DE P/.2EL 
O.ILLUSTR. 90.7041-000.2/00 MACHRUESTSATZ FARBBANDENDE RETROFITTING KIT RIBBON END 
*IT DE MONTAJE POSTERIOR FIN DE CINTA 
D.ILLUSTR. 90.7042-000.2/00 NACHRUESTSATZ EFE/EZE RETROFITTING KIT EFE/EZE 


HIT DE MONTAJE POSTERIOR EFE/EZE 


Farbschlusse sehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chagitre 30 - Codigo de colores véase capitulo 30 
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1.2 Rakleldung Schnittsteilen, Optionen 
Housing interfaces, Opiions 
Carter jonctions, Option 
Carcasa interfaces, Opciones 


19 11 12 13 14 15 


A17 


Chass:s 
Chass:s 
Chasis 


Benennizig Destsct. 


Densminacibn Espanol 


-ir./Ident.no.. 7812.00.67 


66.210-1125.2/00 


66.210-1125.2/03 


67.001-1545.2,70 


534829 -020.6/C0 
087353-000.6/03 
66.200- 1111.1/00 
66.200-1111.1/04 
08.2196-001.2/00 
66.200-1113.1/00 


66.200-1072.1/00 


66.200- 1086. 1/00 


66.200- 1098.2/00 
66.200- 1115 1/00 
316125-000.6/06 
334751-000.6/00 
475102-000.2/00 
66.200-1085.2/00 
67.001-1516.2/00 


67.201-1617.2/00 


BOTON 

AB/W.E.F./CESDE MASCH. 064530 
KNOPF 

BOTON 

AB/W.E.F./MESDE MASC: 364530 
KNOPF 

BOTON 

BIS/UP TO/HASTA MASCH. 064529 
SCHEIBE 

ARANDEL.\ 

ORUCKFECER 

MUCLLE MRESIONADOR 
WALZENCREHKNOPF 

BORNA DL RODILLO 
WALZENDREHKNOPF 

BORNA CEL RODILLO 
PAPIERFHEHRUNGSROLLE 
RODILLO: ALIMENTACION PAFEL 
KUPPLUMGSBUCHSE 

CASQUILLO DE EMBRAGUE 
FEDERBIECH 

CHAPA-FLEJE 

AB/W.E F./DESDE MASCH. 04:791 
FEDERBI.ECH 

CHAPA-FLEJE 

BIS/UP TO/HASTA MASCH. 048790 
ACHSE KPL. 

EJE CP... 
STECHWALZEN-SCHALTRAD 
PINON PARA DESEMBFAGUE RODILLO 
GEWINI ESTIFT M3X3 

PERNG ROSCADO M3X3 

SCHER" 

ARANDELA 

ACHSE 

E JE 

SCHREIBWALZE 33CM 

ROOIL.O DE IMPRESION 33CM 
PAPIERFUEHRUNGSWANNE KPL. 
CHAPS ALIMENTACION PAPEL CPL. 
PAPIERFUEHRUNG SWANNE 
CHAPA ALIMENTACION PAPEL 


Term English Farbe 
Cotor 

KNOB F313 

KNOB (332 

KNOB F313 

WASHER 

COMPRESSION SPRING 

PLATEN KNOB F296 

PLATEN KNOB F332 


PAPER FEED ROLL 
CLUTCH BUSHING 


SPRING PLATE 
SPRING PLATE 


SHAFT ASSY. 

RATCHET WHEEL 
THREADED PIN M3X3 
WASHER 

SHAFT 

PLATEN 13.0INCH 
PAPER GUIDE PAN ASSY. 


PAPER GUIDE PAN ASSY. 


Farbschlüssei siene Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de coiores véase capitulo 30 


A18 


Chassis 
Chassis 


Chasis 


Pos.-Nr./Bauteil 
Pos. no./Comp. 


13 


21 


21 


22 


24 


Bestell-Nr. 


$7.600-1517.2/00 


66.200- 1095. 1/00 


66.200- 1135. 1/00 


66 200- 1094. 1/00 


486820-000.6/00 


87.001- 1632. 1/00 


66. 142- 1043. 1/00 


£6.200- 1043. 1/00 


66.210- 1043. 1/00 


66.243- 1043. 1/00 


90.7088-000. 1/00 


66.200- 1041.1/00 


66.210- 1041. 1/00 


66.200- 1048. 1/00 


66.200- 1048. 1/08 


66.200-1048.1/10 


66.200- 1020.2/^' 


011312-00*.6/00 


PAPIERFUEHRUNGSWANNE 
CHAPA ALIMENTACION PAPEL 
ACHSE 

EJE 

ACHSE 

EJE 

ROLLE 

POLEA 

DRUCKFEDER 

MUELLE PRESIONADOR 
WALZENLAGER 

SOPORTE DEL RODILLO IMPRESION 
PAPIERHALTESTANGE BAI 37CM 
BARRA PISAPAPEL BAI 37CM 
PAP:ERHALTESTANGE 33CM 
BARRA PISAPAPEL 33CM 

BIS/UP TO/HASTA MASCH. 048790 
PAPIERHALTESTANGE 33^M 
EARRA PISAPAPEL 33CM 
AB/W.E.F./DESDE MASCH. 048791 
PAPIERHALTESTANGE ARABISCH 
BARRA PISAPAPEL ARABE 
PAPIERHALTESTANGE 2,12MM 
BARRA PISAPAPEL 2,12MM 
HALTEARM RTS. 

SOPORTE DERECHO 

BIS/UP TO/HASTA MASCH 048790 
HALTEARM RTS. 

SOPORTE DERECHO 
AB/W.E.F./DESOE MASCH. 048791 
PAPIER! O7 * Cj, 

L'BERAPAPEL 

BIS/UP TO/HASTA MASCH. 048790 
PAPIERLOESES 

LIBERAPAP: L 

AB/W.E.F./DESOE MASCH. :13893 
PAPIERLOESER 

LIBFRAPAPEL 

ZUGFEDER 

MUELLE TENSOR 
PAPIERLOESEWELLE KPL. 

EJE LIBERAPAPEL CPL. 
SECHSKANTSCHRAUBE M4XS 
TORNILLO EXAGONA! M455 


Term Enghs > 


PAPEL GUIDE PAN 


SHAFT 


SHAFT 


ROLLER 


F102 


COMPRE. SKIN SPRING 
BEARINC 
PAPER RE BAIL BAI 14.6INCH 


PAPER RET INING BAIL 13.0INCH 


PAPER RET IN HG BAIL 13.0INCH 


PAPER RET^ININC SHAFT ARABIC 
PAPER RETAINING 3AIL 0.08INCH 


RETAINING ARM RH 


RETAINING ARM RH 


PAPER RELEASE LEVER [XIX] 


PAPER RELEASE F313 


PAPER RELEASE F332 
TENSION SPRING 
PAPER RELEASE SHAFT ASSY. 


HEXAGON SCREW M4X5 


Farbschlussel siehe Kapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores v^ase capitulo 30 
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y che. 09.89/00 
ident-Nr./ident no 7812.00.67 


assis/chasıs 


Chassis asp Oe 
Chassis é # 
Chasis v 
Term English 2 Farbe 
e À Color 
—— < PEPPER ceat iR 
WASYER 
ARANDELA E 
26 66.200-2165 1/00 SCHLITZMUTTER .-SLOTTED NUT 
TUERCA RANURADA D 
2 488104-060.6/00 TELLERFEDER F PLATE SPRING 
FLEJE CON FORMA DE PLATO 
28 66.200-1056.1/00 HALTEPLATTE RTS. RETAINING PLATE RH 


PLACA-SOPORTE OERECHA 
BIS/UP TO/HASTA MASCK. 9187237 
28 66.210-1056.1/00 HALTEPLATTE RTS. 4 RETAINING PLATE RE 
PLACA-SOPORTE DERECHA 
AB/W.E.F./DESOE MASCH : 187238 


29 66.210-1002.2/00 GESTELL : CHASSIS 
CHASIS j 
AB/W.E.F./DESDE MASCH. 197238 

30 66.200-2022.2/00 SEIL ES 90/91 CABLE ES 90/8! 


CABLE DE TRACCION ES 90/91" 
BIS/UP TO/HASTA MASCH. 830222 
30 66.250-2022.2/00 SEIL ES 90/91 CABLE ES 90/91 
SABLE DE TRACCION ES 90/91 
AB/W.E.F./OESDE MASCH. 830223 


à 31 67.001-1011.1/00 FUEHRUNGSLEISTE GUINE 
TRAVESANO-GUIA 
67.001-1022.1/00 FUEHRUNGSACHSE GUIDE SHAFT 
EJE-GUIA 
66.210-1130.2/00 UEBERTRAGUNGSHEBEL TRANSFER LEVER 
PALANCA DE TRANSMISION 
m ce 900-1055. 7703  BLATTFEDER FLAT SPRING 
FLEJE 
BIS/UP TS/HASTA MASCH. 505076 
34 66.200-1015.1/03 BLATTFEDER PLATE SPRING 
FLEJE 
AB/W.E.F./DESDE MASCH. 505077 
35 66.200-1049.1/00 PAPIERZUFUEHRUNG PAPER GUIDE F100 


ALIMENTADOR DE PAPEL 
BIS/UP TO/HASTA MASCH. 048790 

35 67.200-1534.1/00 PAPIERZUFUEHRKUNG PAPER GUIDE F100 
ALIMENTADOR OE PAPEL 
AB/W.E.F /DESDE MASCH. 048791 

36 06.3351-131.2/02 PAPIERHALTEROLLE PAPER BAIL ROLL 
RODILLO PISAPAPEL 
BIS/UP TO/HASTA MASCH. 048790 

36 67.200-1535.1/00 PAPIERHALTEROLLE PAPER BAIL ROLL 
RODILLU PISAPAPEL 
AS/W.E.F./DESDE MASCH. 048791 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de coiores véase capitulo 30 
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Chassis 


Chassis 
Chasis 
Pos. - fir. /Baut^ 1 Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no. /Com» Rel. no. Denominación. Espanol Color 

3 314141-002.6/06 SECHSKANTSCHRAUBE M4X5 HEXAGONAL BDLT M4XS 
TORNILLO EXAGONAL M4X5 

3t 66.200-1046.2/00 PAPIERABLEITER METALL PAPER GUIDE PLATE METAL 
CHAPA OESVIADORA PAPEL METAL 

H 66.200-1047.1/00 PAPIERABLEITER KUNSTSTOFF PAPER GUIDE ?LATE PLASTIC F296 
CHAPA DESViADORA PAPEL PLASTICO 

E] 66.200-1047.1/69 PAPIERABLEITER KUNSTSTOFF PAPER GUIDE PLATE PLASTIC F332 
CHAPA DESVIADORA PAPEL PLASTICO 

38 66.210-1047.1/00 PAPIERABLEITER KUNSTSTOFF PAPER DIVERTER PLASTIC F296 
CHAPA DESVIADORA PAPEL PLASTICO 

38 66.210-1047.1/05 PAPIERABLEITER KUNSTSTOFF PAPER DIVERTER PLASTIC F332 
CHAFA DESVIADORA PAPEL PLASTICO 

32 66.200-1103.2/00 FLACHLEITER FLEXIBEL FLAT CABLE FLEXIBLE 
MANGUERA PLANA FLEXIBLE 

40 66.200-1025 2/03 VERTIKALMOTOR 19Z 5/4,23MM VERT CAL MOTOR 19T 0.20/0.17INCH 
MOTOR VERTICAL 19Z 5/4,23MM 

40 £6.200-1088.2/00 VERTIKALMOTOR 192 SMM VERTICAL MOTOR 197 0,20INCH 
VERTICAL MOTOR DE PASO 192 SMM 

40 66.200-1156.2/00 MOTORPLATTE 28/80Z 4,23MM MOTOFPLAT: 28/8CT 0.17INCH 
PLACA DEL MOTOR 26/802 4,23MM 

40 66.200-1162.2/00 VERTIKALMOTOR 207 4,23MM VERTICAL MOTOR 20T 0.17INCH 
MOTOR VERTICAL 20Z 4,23MM 

41 66.200-2158.1/00 HALTEPLATTE RETAIN'NG PLATE 
PLACA-SOPORTE 

42 0309C7-000.6/00 SECHSKANTMUTTER M5 HEXAGOMAL NUT M5 
TUERCA EXAGONAL M5 

66.200-2022.2/00 SEIL ES 90/91 CABLE ES 93/91 

CABLE DE TRACCION ES 90/91 
BIS/UP TO/HASTA MASCH. 830222 

Le 66.250-2022.2/00 SEIL ES 90/91 CABLE ES 90/91 


CABLE DE TRACCION ES 90/91 
AB/W.E.F./DESDE MASCH. 830223 

44 66.200-1058.1/00 HALTEPLATTE LKS. RETAINING PLATE L.H. 
PLACA-SOPORTE IZQUIERDA 
BIS/UP TO/HASTA MASCH. 187237 

44 66.210-1058.1/00 HALTEPLATTE LKS. RETAINING PLATE L.H. 
-ACA-SCFORTE IZGUIERDA 
AB/W.E.F./DESDE MASCH. 187238 


45 084438-200.6/06 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 
46 66.200-1054.1/00 UEBERTRAGUNGSHEBEL TRANSFER L:VER 


PALANCA DE TRANSMISION 
BIS/UP TO/MASTA MASCH. 048790 


Farbs-hlussel siehe Kapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 
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: 02-001.4 


Seite/Page/ Rigi 
D D echa: 09.89/00 


Ident-Nr./Ident.no.: 7812.00.67 


2.1 Gestell 
Chassis 
Chassis 
Chasis 


51 


5e 


55 


55 


 I———- ————— 


66.210- 1054. 1/00 


66.200- 1030. 1/00 
66.200-1150.2/00 
012226-000.6/00 
66.200-1064.2/00 
66.200-1074.2/00 
66.200-1067.2/00 
66.200- 1045. 1/0C 
66.200-1045.1/03 


66.200- 1040. 1/00 


66.210-1040. 1/00 


577923-000.6/00 
66.200-1123.1/00 
66.200-1123.1/50 
341601-004.6/00 
341601-003.6/00 
341601-002.6/00 
341601-001.6/00 
66.200--1969.1/00 
316104-000.6/00 
90.3205-000.2/00 


90 7112-000.2/00 


UEBERTRAGUNGSHEBEL 
PALANCA DE TRANSMISION 
AB/W.E.F./DESDE MASCH. 048791 
STIRNRAO 1 29/742 4,23/5MM 


PIÑON CILINDRICO | 29/742 4,23/5MM 


STIRNRAD | 28/77Z 4,23MM 
PIÑON CILINDRICO | 28/772 4,23MM 
ZYLINDERSCHRAUBE M3X4 
TORNILLO CILINDRICO M3X4 
MOTORPLATTE 28/822 4,23MM 
PLACA DEL MOTOR 28/522 4,23MM 
MOTORPLATTE 33/822 SMM 
PLACA DEL MOTOR 33/822 SMM 
HALTEARM 

SOPIRTE 

RASTHEBEL 

PALANCA DE ENCLAVAMIENTO 
RASTHEBEL 

PALANCA DE ENCLAVAMIENTO 
HALTEARM LKS. 

SOPORTE IZQUIERDO 

BIS/UP TO/HASTA MASCH. 048730 
HALTEARM LKS. 

SOPORTE IZQUIERDO 
AB/W.E.F./DESOE MASCH. 048791 
MASSELEITUNG 

CABLE DE MASA 

ABLEITER 

OESVIADOR 

ABLEITER 

DESVIADOR 

SPREIZNIET 4X5,5MM 

PERNO 4X5,5MM 

SPREIZNIET 4X4,5MM 

PERNO 4X4,5MM 

SPREIZNIET 3X3,5MM 

PERNO 3X3,5MM 

SPREIZNIET 3X5,5MM 

PERNO 3X5,5MM 

STELLRING 

ANILLO DE AJUSTE 
GEWINDESTIFT M3X4 

PERNO ROSCADO M3X4 
UMRUESTSATZ VERTIKALANTRIEB 


TRANSFER LEVER 


GEAR 1 29/74T 0.17/0.20INCH 


GEAR i 28/77T 0 INCH 


PAN-HEADED SCREW M3X4 


MOTORPLATE 28/8271 0.17INCH 


MOTORPLATE 33/82T 0.29INCH 


RETAINING ARM 


DETENT LEVER 


DETENT LEVER 


RETAINING ARM LH 


RETAINING ARM LH 


GROUND CABLE 


DIVERTER 


QIVERTER 


RIVET 0.16X0.22INCH 


RIVET 0.16X9. 18INCH 


RIVET 0.12X0.14INCH 


RIVET 0.12X0.22INCH 


ADJUSTING RING 


THREADED PIN M3X4 


RETROFITTING KIT VERTICAL ORIVE 


KIT DE MONTAJE POSTERIOR SISTEMA MOTRIZ VERTICAL 


NACHRUESTSATZ KORREKTUR 


RETROFITTING KIT CORRECTION 


KIT DE MONTAJE POSTERIOR CORRECCION 


F102 


Fill 


F102 


Fill 


F313 


F332 


FI 


Fm 


F002 


F631 


F256 


FII 


Fill 


F256 


^ 


| 49 >R 
> 48 à Pee 
= d 


39 38 37 36 35 


Pos.-Nr./Bauteil ` Bestell-Nr. 
Pos. no./Comp. Ref. no. 
1 66.216-1125.2/06 
1 u 125.2/03 
2 3348:9-000.6/00 
3 087353-000.6/00 
4 66.200-1111.1/00 
4 66.200-1111.1/04 
5 08.2196-001.2/00 
6 66.200-1113.1/00 
H 66.140- 1072. 1/00 
8 56.200- 1098.2/00 
H 66.140-1115.1/00 
10 66.200-1136.1/00 
n 66.200- 1083. 1/00 
12° 33475 1-000.6/00 
13 475 108-006.6/00 
i4 66.140-1522.2/00 
15 G6. 140-1085.2/00 
16 66.140-*517.2/00 
7 475107-090.6/00 
18 08.3130-001.1/03 


2.2 Gestell, Papirrtraeger ES 1101/120/130 
Chassis, Paper carrier ES 110i/120i/130i 
Chassis, Support du papier ES 110i/120i/130i 
Chasis, Unidad portapapel ES 110i/120i/130i 


Benennuna Deutsch 
Denominacibn Espanol 


BOTON 
AB/W.E.F./DESDE MASCH. 064530 
KNOPF 

BOTON 

AB/W.E.F./DESDE MASCH. 054530 
SCHEIBE 

ARANDELA 

DRUCKFEDER 

MUELLE PRESIONADOR 
WALZENDREHKNOPF 

BORNA DEL RODILLO 
WALZENDREHKNOPF 

BORNA DEL RODILLO 
PAPIERFUEHRUNGSROLLE 
RODILLO ALIMENTACION P.«PEL 
KUPPLUNGSBUCHSE 

CASQUILLO DE EMBRAGUE 
FEDERBLECH 

CHAPA-FLEJE 

ACHSE KPL. 

EJE CPL. 

STIRNRAD 

PINON CILINDRICO 

RING 

ANILLO 

KONTAKTFEDER 

FLEJE DE CONTACTO 

SCHEIBE 

ARANDELA 

ACHSE 43CM 

EJE 432M 
PAPIERFUEHRUNGSROLLE 
RODILLO ALIMENTACION PAPEL 
NUR/ONLY/SOLO ES100i/110i/120i 
SCHREIBWALZE 

RODILLO DE IMPRESION 
PAPIERFUEHRUNGSWANNE 
CHAPA ALIMENTACION PAPFL 


ACHSE 

EJE 

SPANNRING 
ANILLO TENSOR 


: 02-002 
Datum/Date/Fecha: 09.89/00 
Ide^t-Nr./Ident.no.: 7812.00.67 


Term English Farbe 
Color 

KNOB F313 

KNOB F332 

WASHER 

COMPRESSION SPRING 

PLATEN KNOB F296 

PLATEN KNOB F332 


PAPER FEED ROLL 


CLUTCH BUSHING 


SPRING-LOADED PLATE 


SHAFT ASSY. 


GEAR 


RING 


CONTACT SPRING 


WASHER 


SHAFT 16.9INCH 


FAPER ROLLER 


PLATEN 


PAPER GUIDE PAN 


SHAFT 


CLAMPING COLLAR 


Farbschlussel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


A24 


2.2 Geutell, Papiertraeger ES 1101/1201/1301 
Chassis, Paper carrier ES 110i/120i/130i 
Chassis, Support du papier ES 110i/:20i/130i 
Chasis, Unidad portapapel ES 110i/120i/130i 


Pos. -Nr./Bau:eil 
Pos. no./Cor:p. 


21 


28 


35 


37 


Besteli- Nr. 


08.3131-001.1/05 
66.200- 1135. 1/00 
66.200- 1094. 1/00 
486820-000.6/00 
67.500- 1595. 1/00 
67.500-1591.2/00 
015017-060.6/00 
87.001-1632.1/00 
66.140-1043.1/00 
96. ; : 10-009. 1/00 
66.210-1041.1/u0 
5€.200-1048.1/08 
66.200-1048.1/10 
083848-000.6/06 
482511-000.6/00 
£6.140-1920.2/00 
011312- 004.6/00 
034109-000.6/00 
66.2%0-2165.1/00 
488104-060.6/00 
66. 140- 1056. 1/00 


67.001-101:.1/00 


SPANNRING 

ANILLO TENSOR 

A^MSE 

EJE 

ROLLE 

RODILLO 

ORUCKFEDER 

MUELLE PRESIONADOR 
ROLLE 

RODILLO 

ZAHNRAD 

PINON 

SCHRAUBE 

TORNILLO 

WALZENLAGER 

SOPORTE DEL RODILLO IMPRESION 
PARIERHALTESTANGE 43CM 
BARRA PISAPAPEL 43CM 
PAPIERHALTESTANGE 2,12MM 
SARRA PISAPAPEL 2,12MM 
HALTEARM RTS. 

SOPORTE DERECHO 
PAPIFHLOESER 
LIBERAPAPEL 
PAPIERLOESER 
LISERAPAPEL 

ZUGFEDER 

MUELLE TENSOR 
ZUGFEDER 

MUELLE TENSOR 
PAPIERLOCSEWELLE KPL. 
EJE LIBERAPAPEL CPL. 
SECHSKANTSCHRAUBE 
TORNILLO EXAGONAL 
SCHEIBE 

ARANDELA 
SCHLITZMUTTER 

TUERCA RANURADA 
TELLERFEDER 

FLEJE CON FORMA DE PLATO 
HALTEPLATTE RTS. 
PLACA-SJPORTÉ DERECHA 
FUEHRUNSSLEISTE 
TRAVESANO-GUIA 


CLAMPING CCLLAR 


SHAFT 


ROLLER 


CIMPRESSION SPRING 


ROLLER 


GEAR 


SCREW 


PLATEN BEARING 


PAPER RETAINING BAIL 16.9INCH 


PAPER RETAINING BAIL 0.05INCH 


RETAINING ARM R.H. 


PAPER RELEASE 


PAPER RELEASE 


TENSION SPRING 


TENSION SPRING 


PAPER RELEASE SHAFT ASSY. 


HEXAGONAL BOLT 


WASHER 


SLOTTED NUT 


PLATE SPRING 


RETAINING PLATE R.H. 


GUIDE STRIP 


Farbschiusse! siehe Kapitel 30 - Color code see chapter 30 
Code cou!e.*s voir chapitre 30 - Codigo de colores véase capitulo 34 


A25 


F102 


F313 


F332 


Pos.-Nr./Bauteil 
Pos no./Comp. 


2.2 Gestell, Paplertraeger ES 1101/1201/130i 
Chassis, Paper carrier ES ge 
Chassis, Support du papier 
Chasis, Unidad portapape; ES 110i/120i/130i 


110i/120i/130i 


09.62/00 
.: 7812.00.07 


51 


52 


66.210-1120 1/00 
66.140-1002.2/00 


66.140-2022.2/00 


67.101-1022.1/00 
56.140-1130.2/00 
66.200-1015.1/00 
67.400-1734.1/00 
67.200-1535.1/00 
66.140-1023. 1/00 
314141-002.6/00 
66.140-1047.1/00 
66.140-1047.1/03 
66.140-1102.2/00 


66.140-1078.2/00 


66.140-1178.2/00 


66.210- 1040. 1/0C 
66.210- *154.1/00 
030907 -000.6/00 


66.140-2022.2/00 


66.210-1058.1/00 


FUSS FUER GESTELL 

PIE PARA CHASIS 

GESTELL 

CHASIS 

SEIL KPL. 

CABLE DE TRACCION CPL 
NUR/ONLY/SOLO ES100i- 130i 
FUEHRUNGSACHSE 
EJE-GUIA 
UEEERTRAGUNGSWELLE 
ROTOR DE TRANSMISION 
BLATTFEDER 

FLEJE 

PAPIERZUFUEHRUNG 
ALIMENTADOR DE PAPEL 
PAPIERHALTEROLLE 
RODILLO PISAPAPEL 

LAGER 

SOPORTE 
SECHSKANTSCHRAUBE 
TORNILLO EXAGONAL 
PAPIERABLEITER 

CH^^A DESVIADORA PAPEL 
PAPIERABLEITER 

CHAPA DESVIADORA PAPEL 
FLACHLEITER FLEXIBEL 
MANGUERA PLANA FLEXIBLE 
VERTICALMOTOR 

MOTOR DE PASO VERTICAL 
NUR/ONLY/SOLO ES130i 
VERTIKALMOTOR 

MOTOR DE PASO VERTICAL 
NUR/ONLY/SOLO £$100i/110i/120; 
HALTEARM LKS. 

SOPORTE IZQUIERDO 
UEBERTRAGUNGSHEBEL 
PALANCA DE TRANSMISION 
SECHSKANTMUTTER 
TUERCA EXAGONAL 

SEIL 

CABLE DE TRACCION 
NUR/ONLY/*ULO ES100i- 130i 
HALTEP_ATTE LES. 
PLA&A-SOPORTE IZQUIERDA 


FOOT FOR CHASSIS 


CHASSIS 


CABLE ASSY. 


GUIDE SHAFT 


TRANSMISSION SHAFT 


FLAT SPRING 


PAPER FEEDING 


PAPER BAIL ROLL 


BEARINC 


HEXAGONAL BOLT 


PAPER GUIDE F296 


PAPER GUIDE F332 


FLAT CABLE FLEXIBLE 


VERTICAL MOTOR 


VERTICAL MOTOR 


RETAININS ARM LH Fl 


TRANSFER LEVER 


HEXAGONAL NUT 


CABLE 


RETAINING PLATE L.H. 


Far! schlüssel siehe Kapitel 30 - Color code see chapter 30 
* de couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 
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Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Mastertype 100i/120i, Startype 130i 


2.2 Gestell, Paplertraeger ES 1101/1201/1301 
Chassis, Paper carrier ES 110i/120i/130i 
Chassis, Support du papier ES 110i/120i/130i 
Chasis, Unidad portapapel ES 110i/120i/130i 


Pos.-Nr./Bauteil Bestell-Nr. 
Pos. no./Comp. Ref. no. 
58 312326-069.6/00 
66. 140-1145.2/00 
66.140-1144.1/00 
Bl 66. 140-1142. 1/00 
61 66.140-1145. 1/00 
62 66.200- 1045. 1/00 
62 68.200- 1045. 1/09 
63 312572-000.6/00 
577923-000.8/00 
65 66.140-1516.2/00 
O.ILLUSTA. 90.7117-000.2/00 


SCHRAUBE MIT SCHEIBE 
TORNILLO CON ARANDELA 
LAGERPLATTE 
CHAPA-SOPORTE 

ZAHNRAD 

PINON 

STIRNRAD 4,23MM 

PINON CILINDRICG 4,23MM 
STIRNRAD 5MM 

PINON CILINORICO 5MM 
RASTHEBEL 

PALANCA DE ENCLAVAMIENTO 
RASTHEBEL 

PALANCA DE ENCLAVAMIENTO 
ZYLINDERSCHRAUBE M3 
TORNILLO CILINORICO M3 
MASSELEITUNG 

CABLE DE MASA 
PAPIERFUEHRUNC SWANNE CPL. 
CHAPA ALIMENTACION PAPEL CPL. 


ADAPTERKABEL F. VERTIKALMOTOR 
ADAPTADOR CABLE MOTOR VERTICAL 
NUR/ONLY/SOLO ES 100i/ 1101/5201 


SCREW WITH WASHER 


BEARING PLATE 


GEAR 


SPUR GEAR 0.17INCH 


SPUR GEAR 0.20INCH 


DETENT LEVER F313 


DETENT LEVER F332 


PAN-HEADED SCREW 


GROUND CABLE 


PAPER GUIDE PAN ASSY. 


ADAPTER CABLE F. VERT. MOTOR 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colorer véase capitulo 30 
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Gestell, Papiertraeger ES 1101/1201/1301 
Chassis, Paper carrier ES 110i/120i/130i 
Chassis, Support du papier ES 110i/120i/130i 
Chasis, Unidad portapapel ES 110i/120i/130i 


` 
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Ersatzteilkatalog 
Spare parts catalog 

Catalogue de pièces de rechange 
Catálogo de Repuestos 


Mastertype, Mastertype D 
Mastertyne i, ES 95, ES 95i 
Mastertype 100i, Mastertype 110i 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startype i, Startype 130i 
Startype 130 BEi, Startype BAi, Ai, BT 


Service Department 


8. 
8.1 
8.2 
8.3 
8.4 
8.5 


10. 
10.1 
10.2 
10.3 


10.4 


11. 


11.1 


20. 
20.0 
20.1 
20.2 
203 
20.4 
20.5 


21. 


219 


Tastatur/Keyboard 
Clavier/Teclado 

Tastatur/ Keyboard 

Clavier/ Teclado 

Leiterplatte Tastatur/ PCB keyboard 

Circuit imprimé clavier/ Placa electronica teclado 
Fenklionstastenkaopfa/ Function keytops 
Boutons des touches de fonction/ Teclas de funcibn 
Tasiatur/ Keyboard 

Clavier/ Teclado 

Tastatur schwenkbar, Pivoting keyboard 

Clavier pivotante/ Teclado inclinable 
Tastatwen-Übersicht/ List of keyboards 
Tableau de claviers/ Lista de los teclados 


STANLARD Schnittstelien/STANDARD interfaces 
STANDARD jenctions/ESTANDAR interfaces 
Schnittstelle FIFO/ Interface FIFO 

Jonction FIFO/ Interface FIFO 

Schnittstelle 'EC-BUS/ Interface IEC-BUS 

Jonction IEC- 8US/ interface IEC-BUS 

S.umittstelle CF TRONICS/ Interface CENTRONICS 

Jonciion CENTRONICS/ Interface CENTRONICS 

Schnittsteile V24/ Interface Vis 

Jonction V24/ Interface v24 


Olympla-Schnittstellen/Olympia interfaces 
Olympia jonctions/O!ymoia interfaces 
Schnittstelle Mikrodisk/ Inierface micindisk 

Jonction micro-disque/ Interface microdisco 


Tastaturen, Tastenknöpfe/Keyboards, Keytops 
Claviers, Boutens des touches/Teclados, Teclas 
Bastellhinweise/ Iricemation in connection with the acdering 
Istructions concernant les commandes/ Pedido 

558 186 Englisch’ English 

Analsis/ Inglés 

763.186 Französisch 6/ French 6 

Français 6/ Francés G 

766.186 Deutsch DIN 2137/ German DIN 2137 

Allemand DIN 2137/ Aleman DIN 2137 

798.185 Amerikanisch 2/ American 3 

Américain 3/ Americano 3 

811 186 Spanisch 4/ Soanish 4 

Espagnol 4/ Español 4 

650.187 Canade-Franzüsisch 4/ Canada-French 4 

Canada-Frang ais 4/ Canada-Francés 4 


Tastaturen, Tastenknöpfe/Keyboards, Keytops (ES 96, 37, 98) 


Claviers, Boutons des touches/Teclados, Teclas 
Bestellhinweise/ Information in connection with the ordering 
Instructions concernant les commandes/ Pedido 


B2 


08-501 


üe -002 


06-003 


08-004 


08-005 


08-C06 


10-C01 


10-092 


10-003 


10-004 


11-001 


20-091 


20-095 


20-006 


20-097 


20-008 


20-009 


20-010 


21-601 


F14 


FIT 


F20 


F22 


F25 


619 


Ersatzteile -- Spare naris - Pièces de rechange - Repuestos [sete/Page/Risina : 03-001 


Startype/Mastertype 


I3. Druckwerk/Printer 


Bloc d impression/Unidad impresora 


3.1 Druckwerk 
Printer 
Bloc d'impression 
Unidad impresora 


Pos.-Nr./Bauteil 
Pos. ^. "Comp. 


1 $652 16-009. 3/00 
2 $7.00 1-1590.1/06 
3 ÿ12500-000.6/00 
à 541002-00u.5/00 
5 66.700-2155.2/00 
6 $5.200-2107.1/00 
u 66.200-2153. 1/96 
8 66.200-2151.1/00 
9 66.200-2154.1/20 
10 66.200-2152.1/00 
n 66.200-2071.2/00 
12 66.216-2121.2/00 
13 66.200-2118.1/00 
14 66.200-2159.1/00 
15 66.200-2051.2/00 
16 66.200-2054.2/00 
17 034 107-000.6/% 
18 017527-060.6/00 
19 012526 -000.6/00 
> 66.200-2048. 1/00 
n" 66.200-2150.1/00 
22 66.200-2013.2/00 


KABELBINDER 

ABRAZADERA PARA CABLE 
LASCHE 

BRIDA 

ZYLINDERSCHRAUBE M2X4 
TORNILLO CILINDRICO M2X4 
MIKROSCHALTER 
MICROINTERRUPTOR 

WINKEL 

ANGULO 

BLATTFEDER 

FLE JE 

FEDERRIEGEL 

TIRANTE DE ENCLAVAMIENTO 
BRUECKE 

PUENTE 

LAGERSCHEIBE 

ARANDELA DE APOYO 
STEUERHEBEL 

PALANCA DE CONTROL 
STIRNRAD 

PINON CILINGRICO 
KARTENHALTER 

TASJETERO 
KASSETTENFUFHRUNG RTS. 
GUIA GEL CASSETTE DERECHA 
KUEHLBLECH 

CHAPA DISIPADORA NF CALOR 
FARBBAND-SCHP: 1 TMOTOR 
MOTOR DE PASO PARA “INTA 
LAGERPLATTE KPL. 
CHAPA-SOPORTE CPL 
SCHEIBE 3.2 

ARANDELA 3.2 
ZYLINDERSCHRAUBE M3X5 
TORNILLO CILINDRICO M3X5 
ZYLINDERSCHRAUBE M3X4 
TORNILLO C" INDRICO M3X4 
HALTEPLATTE 
PLACA-SOPORTE 
KONTAKTBLECH 

CHAPA CONDUCTORA 
ORUCKWERK SGEHAEUSE 
CARCASA DL UNIDAD IMPRESORA 


Datum/Date/Fecha: 09.89/00 


Ident-Nr./Ident.na.: 7812.00.67 
Farbo 


Term English 


CABLE CLIP 


SHACKLE 


PAN-HEADED SCREW M2X4 


MICROSWITCH 


ANGLE 


FLAT SPRING 


SPRING LEVER 


BRIOGE 


SEARING WASHER 


CONTROL LEVER 


SPUR GEAK 


CARD HOLDER 


rin 


CASSETTE GUIDE R.*. 


HEAT SINK 


RIBBON STEPPING MOTOR 


BEARING PLATE ASSY. 


WAS ER 3.2 


FAN-HEADED SCREW M3X5 


PAN-HEADED SCREW M3X4 


BRACKET 


CONTACT PLATE 


PRINTER HGUSING FI 


Farbschlussel sehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitu'o 30 


Seite/Page/figina : 03-001.1 
Datum/Date/Fecha: 09.89/00 
12.00.67 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 


Ident-Nr./ident.no. 7 


'Inidad impresora 


Druckwerk 
Printer 

Bloc d'impression 
Unidad impresora 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English 


Pos. no./Comp Ref. no. Denominación Espanol Color 
25 GLEITSCHUH SLIDING SHOE 
ZAPATA 
24 66.140-2022.2/00 SEIL á CABLE 


CABLE DE TRACCION 
NUR/ONLY/SOLO ES100;- 130i 

24 66.200-2022.2/00 SCIL ES 90/91 CABLE ES 90/91 
CABLE DE TRACCION ES 90/91 
BIS/UP TO/HASTA MASCH. 830222 

24 66.250-2022.2/00 SEIL ES 90/91 CABLE ES 90/91 
CABLE DE TRACCION ES 90/91 
AB/W.E.F./DESOE MASCH. 830223 


25 66.200-2007.1/00 GEWINDEBOLZEN THREADED PIN 
PERNO ROSCADO 

26 012550-000.6/00 ZYLINDERSCHRAUBE M4X5 PAN-HEADED SCREW M4X5 
TORNILLO CILINDRICO M4X5 

27 66.149-2055.2/00 LAGERPLATTE BEARING PLATE 


CHAPA-SOPORTE 
NUR/ONLY/SOLO ES100i- 130i 


27 66.200-2035.2/00 LAGERPLATTE BEARING PLATE 
CHAPA-SOPORTE 
28 66.140-2021.1/00 TROMMEL ES 1001-1301 DRUM ES 1001-1301 F102 


TAMBOK DE ARRASTRE ES 1001-1301 
ES90/91 AB/WEF/DESDE 830223 
28 66.200-2021.:/00 TROMMEL ES 90/91 DRUM ES 90/91 
TAMBOR ES 90/91 
BIS/UP TO/HASTA MASCH. 830222 


034109-000 5/00 SCHEIBE WASHER 
ARANDELA 
318106-660.6/00 ` ZVLINDERBLECHSCHRAUBF SELF-CUTTING SCREW 
TORNILLO CILINDRICO PARA CHAPA 
3 $93*"3-000.6/00 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 
030906 ^00 6/00 SECHSKANTMUTTER M4X3,2 HEXAGONAL NUT M4X3,2 
TUERCA ZXAGONAL M4X3,2 
3 66.140-2008.2/00 ;!07.-MOTOR ES 1001-1301 HORIZ. TRAVEL MOTOR ES 1001-1301 


MOTOR GE PASO HORIZONTAL ES 1001-130; e 
ES90/91 AB/WEF/DESDE 830223 
33 66.200-2008.2/00 HORIZ.-MCTOR ES 96/91 HORIZONTAL TRAVEL MOTOR ES 90/91 
MOTOR DE PASO HORIZONTAL ES 90/91 
BIS/UP TO/DESDE MASCH. 830222 
34 66.%40-2124.2/00 DRUCKW.-LEITERPL. ES 100-1301 PRINTER PCB CS 100-1301 
PLACA DE UNIDAD IMPRESORA ES 100-1301 
ESS0/91 AB/WEF/DESDE 830223 


Farbschiussel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


B4 


Startype/Mastertypu 
Druckwerk/Printer 
oc d'impression 
Druckwerk 
Printer 


Bioc d'impression 
Unidad impresora 


Pos.-Nr./Bauteil Besteli- Nr. 
Pos. no./Comp. Ref. no. 
34 66.200-2124.2/00 
35 66.140-2028.1/00 
35 66.200-2028.1/00 
36 318106-060.6/00 
37 66.200-2109.1/00 
38 318106-060.6/00 
38 66.200-2119.1/00 
40 66.200-2104.2/20 
4 66.140-2000.2/00 
41 66.200-2000.2/00 
4) 66.250-2609.2/00 
r 42 66.200-2167.1/00 
n 43 019025-006.6/00 
44 66. 200-2165. 1/00 
+ 

45 331?04-000.6/00 
46 047815-000.6/00 
O.ILLUSTA. 30.9000-006.2,'00 


nidad impresora 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 


DRUCKW.-LEITERPL. ES 90/9! 


Dalum/Date/F«c* Y 09.89/00 
Ideni-Nr."idenl.no.: 7812.00.67 


Term English 


PRINTER PCB ES 90/91 


PLACA DE UNIDAD IMPRESORA ES 30/91 


BIS/UP TO/HASTA MASCH. 830222 
ANSA TZSCHRAUBE 
TORNILLO-TOPE 

NUR/ONLY/SOLO ES100i- 130i 
ANSATZSCHRAUBE 
TORMLLO-TIPE 
ZYLINDERBLECHSCHRAUBE 
TORNILLO C:LINDRICO PARA CHAPA 
SPANNSCHRAUBE 

TORNILLO TENSOR 
ZYLINDERBLECHSCHRAUBE 
TORNILLO CILINDRICO PARA CHAPA 
KASSETTENFUEHRUNG LKS. 

GUIA DEL CASSETTE IZQUIERDA 
ANDRUCKLAGER KPL. 

SOPORTE FRESIONADOR CPL. 
DRUCKWERK KPL. 

UNIDAD IMPRESORA CPL. 
NUR/ONLY SOLO ES 190i- 130; 
DRUCKWERK KPL. ES 90/91 
UNIDAD IMPRESORA CPL. ES90/31 
BIS/U? TO/4ASTA MASCH. 830222 
DRUCKWERK KPL. ES 90/9; 
UNIDAD IMPRESORA CPL. £520/91 
AB/W £.f./NESDE MASCH. 836223 
MASSEBLECH 

CHAPA DE MASA 

SENKSCHRAUBE M3X10 

TORNILLO AVELLANADO M3X10 
HALTEBLECH 

CHAPA-SOPORTE 
SECHSKANTMUTTER M4 

TUERZA EXAGONAL 144 
HALBAUNDKERBNAGEL 

PASADOR 
SCHRTTMOTOR-EINSTELLGERAET 
HERRAMIENTA ESPECIAL 


SHOULDER SCREW 


SHOULOER SCREW 


SELF-CUTTING SCREW 


SCREW 


SELF-CUTTING SCREW 


CASSETTE GUIDE LH 


Fin 


PRESSURE BEARING ASSY. 


PRINTER ASSY. 


PRINTER ASSY. ES 90/91 


PRINTER ASSY. ES 90/91 


GROUND BRACKET 


COUNTERSUNK SCREW (3X10 


MOUNTING BRACKET 


HEXAGONAL NUT M4 


HALF-ROUND GROOVED STUD 


STEPPING MOTOR ADJUSTING DEVICE 


Faroschlüsse! siehe Kapitel 30 - Color code see chapter 30 
Code couleurs vow chapitre 30 - Codigo de colores véase capitulo 30 


Seite/Page/Rigina : 03-001 
Datum/Date/Fecha: 09.89/00 
Ident-Nr./ident.no.: 7812.00.67 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startype/Mastertype 


ruckwerk/Printer 


loc d impression nidad impresora 


Druckwerk 
Printer 

Bloc d'impression 
Unidad impresora 


d af + d RS 
T TRI TL ! 23 
P | \ 
31 6 30 29 28 27 X 25 45 X 


Seite/Page/Rigina : 03-002 
Datum/Date/Fecha: 99.89/00 
ent Hr Zen ng ` 7812.00.67 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 


3.2 Schwenklager 
Pivot 5earing 
Support pivotante 
Scporte basculante 


Pos.-Nr./Bauteil Bestell-Nr. Benernung Ceutsen Teim English Farbe 
Pos. no./Comp. Ref. no. Denominación Espanol Color 
! 312740-002.6/00 ZYLINDERSCHRAUBE M2,5X3 PAN-HEADED SCREW M2,5X3 
TORNILLO CILINORICO M2,5X3 
2 66.200-2010.2/00 TYPENRADAUFNAHME TYPEWHEEL MOUNTING rin 
SOPORTE DE RUEDA IMPRESORA 
3 65.200-2012.1/00 MITNEHMERSTIFT DRIVER PIN 
PASADOR DE ARRASTRE 
à 66.200-2013.1/00 BLATTFEDER FLAT 3PRING 
FLEJE 
5 383477-000.6/00 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 
6 183600-000.6/00 ZUGFEDER TENSION SPRINT, 
MUELLE TENSOR 
7 56.200-2094.1/00 VERMEGELUNGSKNOPF LOCK SUTTON F313 
BOTÓN DE ENCLAVAMIENTO 
H 66.200-2095 2/00 VERRIEGELUNG KPL. LOCKING ASSY. 
ENCLAVADOR CPL 
E] 66.200-2077.2/00 ABSCHLAGSYSTEM STROKE SYSTEM 
SISTEMA DE IMPRESION 
D 012528-000.6/00 ZYLINDERSCHRAUSE M3X6 PAN-HEADED SCREW M3X6 
TORNILLO CILINDRICO M3X6 
n 87.001-2305.1/00 FUEHRUNG GUIDE F197 
GUIA 
12 t7.091-2303.1/00 DECKEL COVER 
CUBIERTA 
13 012:31-000.6/00 ZWLINDERSCHRAUBE M3X10 PAN-HEADED SCREW M3X10 
TORNILLO CILINDRICO M3X10 
14 013271-000.6/00 ZYLINDERSCHRAUBE M3X4,5 PAN-HEADED SCREW M3X4,5 
TORNILLO C'LINORICO M3X4,5 
15 66.200-2158.1/00 HALTEPLATTE RETAINING PLATE 
PI ACA-SOPORTE 
16 577920-000.6/00 MASSEBAND GROUNO CABLE 
CABLE DE MASA 
17 66.200-2043.2/00 TYPENRAD-SCHRITTMOTOF TYPEWHEEL-STEPPING MOTOR 
MOTOR DE PASO (RUEDA IMPRESORA) 
18 66.200-2042.1/00 .AGERPLATTE BEARING PLATE 
CHAPA-SOPORTE 
19 66.200-2049.2/00 SCHWENKLAGER PIVOT BEARING Fill 


SOPURTE BASCULANTE 
AB/W.7.F./DESDE MASCH. 362449 


20 663454-120.6/00  KOSCHIWI 180 OHM 5% 1/6W CARBON RESISTOR 180 OHM 5% 1/8w 
^ RESISTENCIA DE CARBON 120 OHM 5% 1/8w 
2 66.200-2080.2/00 LEITERPL. TYPENRADGRUNDSTELLUNG PCB F.TYPEWHEE.. HOME POSIT. 


PLACA ELECTRONICA PARA POS. REPOSO 


Farbschlussel sehe Kapite: 37 - Color code see chapter 30 
Code couleurs vor chapitre 30 - Codigo de olores véase capitulo 30 


87 


Ersatzteile - Spare parts - Pieces de rechange - 
Startype/Mastertype 


ruckwerk/Printer 


loc d'impression! Unidad impresora 


Schwenklager 
Pivot bearing 
Support pivotarte 
Soporte bascviante 


Pos.- Wr. /Bauteil 
Pos. no./Comp. 


30 


318106-060.6/00 


57.001-2226.1/00 


66.200-2083.1/00 


663811-000.6/90 


66.200-2076.1/00 


66.200-2076. 1/04 


671711-000.6/00 


316106-060.6/00 


87.001-2306.1/00 


66.200-2040.2/00 


Benennung Deutsch. 


Denominacibn Espanol 


ZYLINDERBLECHSCHRAUBE 
TORNILLO CILINORICO PARA CHAPA 
SCHMIERFILZ (OW) 

FIELTRO LUBRICANTE (U.I.) 
BLATTFEDER 

FLEJE 

POTENTIOMETER ZKOHM 
POTENCIOMETRO 2KOHM 
LAGERWINKEL 

SOPORTE ANGULAR 


, BIS/UP TO/HASTA MASCH. 362448 


LAGERWINKEL 

SOPORTE ANGULAR 
AB/W.E.F./DESDE MASCH. 362449 
GABELLICHTSCHRANKE 
PALPACION OPTICA 
ZYLINDERBLECHSCHRAUBF 
TORNILLO CILINDRICO PARA CHAPA 
FEDER 

MUELLE 

SCHWENKLAGER KPL. 

SOPORTE BASCULANTE CPL. 


Seite/Page/Rigina : 03-002.1 
Datun/Date/Fecha 09.89/00 
Iden+-Nr./ident.no.: 7812.00.67 


Repuestos 


Term English 


SELF-CUTTING SCREW 
LUBRICATION FÈT (PU) 
FLAT SPRINGS 
POTENTIOMETER 2KOHM 


BEARING ANGLE 


BEARING 


LIGHT BARRIER 
SELF-CUTTING SCREW 
SPRING 


PIVOT BEARING ^ SSY. 


Seite/Page/Rígina : 03-002 
Datum/Date/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812.00.67 


Ersatzteile - Spare parts -- Pièces de rechange - Repuestos 
Startype/Mastertype 
ruckwerk/Printer 
Bic d'impression/U vidad impresora 
3.2 Schwenk'ager 

Pivot bearira 


Support pivotante 
Soporte basculant: 


v 


¡A 
| 
Kc 


T 


Seite/Page/Pigina : 03-003 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startype/Mastertype 


Druckwerk/Printer 


Bloc d'impression/Unidad impresora 


3.3 Farbbandtransport, Korrektureinrichtung 
Ribbon transport, Correction device 
Avance du ruban, Bande de correction 
Transporte de cinta, Dispositivo de corrección 


Ident-Nr. ‘Ident.no.: 7812.00.67 


Pos.-Nr./Bauteil Besteli- Nr. Benennung Deutsch Terra English Farbe 
Pos. no./Comp. Ref. no. Denominacion Espanol Colo: 
1 66.200-2110.2/00 KORREKTURBUEGEL LKS. CORRECTION BAIL LH 
ANGULO DE CORRECCION IZQUIERDO 
2 66.200-2117.1/00 DAEMPFUNG NOISE DAMPER 
AMORTIGUADOR 
3 66.200-2061.2/05 KASSETTENAUFNAHME KPL. CASSETTE COMPAR"MEHT ASSY 


SOPORTE DE CASSETTE CPL. 
BIS/UP TO/HASTA MASCH. 694974 
3 66.200-2061.2/12 KASSETTENAUFNAHME KPL. CASSETTE COMPARTMENT ASSY 
SOPORTE DE CASSETTE CPL. 
AB/W.E.F./DESDE MASCH. 694975 


4 6€.200-2116.1/00 KLINKE PAWL Fn 
TRINQUETE 

5 87.004-2292.1/00 TRANSPORTRAD F. KORREKTUR TRANSPORT GEAR FOR CORRECTION F111 
PINON DE TRANSPORTE PARA CORRECCION 

6 483600-000.6/00 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 

7 67.004-2386.1/00 ROLLE ROLL 
POLEA 

8 66.200-2114.1/00 KORREKTURBANDFUEHRUNG CORRECTION RIBBON GUIDE Fin 
GUIA DE CINTA CORRECTORA 

9 481:55-000.6/00 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 

10 66.200-2070.1/00 MITNEHMER ORIVER 
ARRASTRADOR 

n 66.200-2068.1/00 SPERRKLINKE LOCK PAWL F102 


TRINQUETE DE ENCLAVAMIENTO 
BIS/UP TO/HASTA MASCH. 694974 
n 66.200-2068.1/06 SPERRKLINKE DETENT PAWL F102 
PALANCA BASCULANTE 
AB/W.E.F./DESOE MASCH. 694975 


12 66.200-2066.1/00 ANTRIEBSKLINKE DRIVE PAWL 
TRINQUETE MOTRIZ 

13 334750-000.6/00 SCHEIBE WASHER 
ARANDELA 

4 66.200-2069.1/00 FLINKENRAD FAWL GEAR 
PINON DE TRINQUETE 

15 66.200-2181.1/00 EINSTELLHEBEL ADJUSTING LEVER 
PALANCA DE AJUSTE 

16 66.200-2103.1/00 BLATTFEDER FLAT SPRING 
FLEJE 

17 66.200-2100.2/00 DRUCKWERKS-SEITENWAN2 PRINTER SIDE PLATE 
COSTADO DE UNID/.D IMPRESORA 

19 012528-000.6/00 ZYLINDERSCHR.-UBE FAN-HEADED SCREW 
TORNILLO M3X6 


Farbschlussel siehe Kapitel 32 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


B10 


Farbbandtransport, Korrektureinrichtung 
Ribbon transport, Correction device 

Avance du ruban, Bande de correction 
Transporte de cinta, Dispositivo de corrección 


Pos.-Nr Bauteil 


TENSION SPRING 

MUELLE TENSOR 

66.200-2140.1/00 ROLI E ROLL 
POLEA 

030904-000.6/00 SECHSKANTMUTTER M3X2,4 HEXAGONAL NUT M3X2,4 
TUERCA EXAGONAL M3X2,4 

66.200-2131.2/02 KORREKTURARM RTS. CORRECTION ARM R.H. 
BRAZO CORRECTOR DERECHO 

56.200-2108.1/00 SPANNSCHRAUBE SCREW 
TORNILLO TENSOR 

36.200-2137.1/03 TRANSPORT «LINKE TRANSPORT ?AWL 
TRINQUETE DF TRANSPORTE 

318102-060.6/00 ZYLINDERBLECHSCHRAUBE 3,5X9,5 SELF-CUTTING SCREW 3,5X9,5 
TORNILLO CILINORICO PARA CHAPA 3,5X9,5 

083539-000.6/00 ZUGFEDER TENSION SPRING 
MUELLE TENSOR 

312915-062 6/00 SHOULDER SCREW 


36.200-2175.2/00 PIVCT LEVER 
PALANCA BASCULANTE 

65.200-2138.1/00 ROLLE ROLL 
POLEA 

P 200-2135.1/00 SPERRHEBEL LOCK LEVER 
PALANCA DE ENCLAVAMIENTO 
BIS/UP TO/HASTA MASCH. 99352 

66.:00-2134.1/03 KLINKENRAD FUER KORREKTUR RATCHED WHEEL F.CORRECTION 
PIÑON DE TRINQUETE PARA CORRECCION 

66.2L2-2136.1/00 SPERRKLINKE LOCK PAWL 
TRINQUETE DE ENCLAVAMIENTO 
BIS/UP TO/MASTA MASCH. 99352 

66.200-2136.1/02 SPERRKLINKE 
TRINQUETE DE ENCLAVAMIENTO 
AB/W.E.F./DESDE MASCH. 99353 

67.001-282.1/00 KNOPF KNOB 
CAPERUZA 

$«.200-20.2. 1/00 EXZENTER ECCENTRIC 
EXCENTRICA 
ZYLINDERBL® CHSCHRAUBE SELF-CUTTING SCREW 
TORNILLO CILINDRICO PARA CHAPA 
SCHLIBE WASHER 
ARANDELA 
LINSENSCHRAUBE MIXI OVAL-HEADED SCREW M3X3 
TORNILLO M3X3 


Farbschlüssel siehe Kapitel 3C - Color code see chapter I 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


Bil 


Pos.-Nr./Bauteil 
Pos. no./Comp. 


39 


41 


42 


O.ILLUSTR. 


3.3 Farbbandtransport, Korrektereinrichtung 
Ribbon transport, Correction device 
Avance du ruban, Bande de correction 
Transporte de cinta, Dispositivo de corrección 


012527-000.6/00 
034107-000.6/00 
481:11-000.6/00 
66.200-2063. 1/00 
90.710 i-000.2/00 


30.9000-037.2/00 


Ident-N./!dent.no.. 7812.09.67 


Benennung Deutsch Term English Farbe 
Denominacibn Espanol Color 
——————— UE nU EEE EN EEE TEE 


LEITERPLATTE HALLGENERATOR PCB HALL GENERATOR 
PLACA ELECTRONICA GENERADOR “HALL” 

BIS/UP TO/HASTA MASCH. 694974 

LEITERPLATTE HALLGENERATOR PCB HALL GENERATOR 
PLACA ELECTRONICA GENERADOR “HALL” 

AB/W.E.F./DESDE MASCH. 694975 


STEUERSCHEIBE CONTROL DISC 

LEVA MULTIFORME 

ZYLINDERSCHRAUBE M2,5X3 PAN-HEADED SCREW M2,5)13 
TORNILLO CILINDRICO M2,5X3 

ZYLINDERSCHRAUBE M3X5 PAN-HEADED SCREW M3X5 
TORNILLO CILINDRICO M3X5 

SCHEIBE WASHER 

ARANDELA 

ZUGFEDER TENSION SPRING 

MUELLE TENSOR 

BLATTFEDER LEAF SPRING 

FLEJE 


UMRUESTSATZ FARBBANDANTRIEB RETROFITTING KIT RIBBON DRIVE 
KIT OE MONTAJE POSTERIOR MOTRIZ DE CINTA 
SCHWENKHEBEL-ZIEHEISEN CRANKARM FOR PIVOT LEVER 
HERRAMIENTA ESPECIAL 


B12 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos [: "'e/^sse/Ren: : 03-003 
Startype/Mastertype Ditum/Date/Fecha: 09.89/00 


Ide :t-Nr./IdenL.no.: 7812.00.67 
Druckwerk/Printer 


Blec d'impression/Unidad impresora 


3.3 Farbbandtransport, Korrektureinrichtung 
Ribbon transport, Correction device 
Avance du ruban, Bande de correct-on 
Transporte de cinta, Dispositivc de corrección 


37 36 35 34 33 32 3i 30 29 28 27 26 25 24 


813 


3.4 


C14 


C2,3,6 


StS 


su 


Ts1,2 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startype/Mastertype 


Druckwerk/Printer 


Druckwerksleiterplatte 
Printer PCB 

Platine mecanisme d'impression 
Placa de unidad impresora 


Seite/Page Página 


Term English 


PRINTER PCB ES 90/91 


PLACA DE UNIDAD IMPRESORA ES 90/91 


BIS/UP TO/HASTA MASCH. 829222 
2 671711-000.6/00 GABELLICHTSCHRANKE 
PALPACION OPTICA 


3 66.140-2124.2/00 DRUCKW.-LEITERPL. ES 90-130! 
PLACA DE UNIDAD IMPRESORA ES 90- 


AB/W.E.F./DESDE MASCH. 830723 
662452-000.6/00 KER-KONDENSATOR INF 63V 
CONDENSADOR CERAMICO INF 63v 
662441-000.6/00 KER-KONDENSATOR 100NF 50V 
CONDENSADOR CERAMICO 100NF SOV 
661227-000.6/00 KONDENSATOR 2,2UF 25V 
CONDENSADOR 2,2UF 25V 
663496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 
663454-120.6/00 KOSCHIWI 180 OHM 5% 1/8W 


LIGHT BARRIER 


PRINTER-PCB ES 90-1301 
1301 


CERAMIC CONDENSER INF 63V 
CERAMIC CONDENS"R 100NF 50V 
CONDENSER 2,2UF 25V 

CARBON RESISTOR 10KOHM 5% 1/4w 


1/4w 
CARBON RESISTOR 180 OHM 5% 1/8 


RESISTENCIA DE CARBON 180 OHM 5% 1/8W 


663672-320.6/00 KOSCHIWI 1KOHM 5% 1/4W 


CARBON RESISTOR KOHM 5% 1/4W 


RESISTENCIA DE CARBON 1KOHM 5% 1/4w 


663053-000.6/00 ORAHTWIDERSTAND 15 OHM 1,5W 
RESISTENCIA BOBINADA 15 OHM 1,5W 
562457-020.6/00 STIFTLEISTE 20 POLIG 
CONECTOR 20 TERMINALES 
562354-004.6/00 STIFTLEISTE SCHWARZ 4 POLIC 
CONECTOR 4 TERMINALES 
562354-002.6/00 STIFTLEISTE SCHWAR. 2 POLIG 
CONECTOR NEGRO 2 TERMINALES 
562354-003.6/00 STIFTLEISTE SCHWARZ 3 POLIG 
CONECTOR NEGAS 3 TERMINALES 
562354-204.6/00 STIFTLEISTE BLAU 4 POLIG 
CONECTOR AZUL 4 TERMINALES 
562354-104.6/00 STIFTLEISTE ROT 4 POLIG 
CONECTOR ROJO 4 TERMINALES 
562354-102.6/00 STIFTLEISTE 2 POLIG 
CONECTOR 2 TERMINALES 
562354-103.6/00 STIFTLEISTE ROT 3 POLIG 
CONECTOR ROJO 3 TERMINALES 
675143-000.6/00 TRANSISTOR BC237A 
TRANS'STOR 8C237^ 


WIRE RESISTOR 15 OHM 1,5w 


CONNECTOR STRIP 20 POLE 


CONNECTOR STRIP BLACK 4 POLE 


CONNECTOR STRIP BLACK 2 POLE 


CONNECTOR STRIP BLACK 3 POLE 


CONNECTOR STRIP BLUE 4 POLE 


CONNECTOR STRIP RED 4 POLE 


CONNECTOR STRIP 2 POLE 


CONNECTOR STRIP RED 3 POLE 


TRAN :ISTOR BC227A 


03-004 
Datum/Date/Fecha 09.89/00 
Ident-Nr./Hent.no.. 7812.00.67 


Pos.-Nr./Bauteii Bestell-Nr. Benennung Deutsch 
Pos. no./Comp. Ref. no. Denominación £s:anol 
1 66.200-2124.2/00 ORUCKW.-LEITERPL. ES 90/91 


Ersatzteile - Spare parts - Pieces ce rechange - Repuestos 
Stertype/Mastertype 


= Druckwerk/Printer 


Bloc d'impression/Unidad impresora 


3.4 Or ckwerksleiterplatte 
Printer PCB 
Platine mecanisme d'impression 
Placa de unidad impresora 


Seite/Page/Rigina : 03-004 


Datum/Date/Fecha: 09.89/00 
Iden:-Nr./Ident.no.. 7812.00.67 


83 _ 


E, EEE 


B15 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


4. 


4.1 


Pos.-Nr./Bauteil 
Pos. no./Comp. 


Stromversorgung/Power supply 


vente de alimentación 


Stromversorgung 

Power supply 
Alimentation 

Fuente de alimentaciór 


uestell-Nr. Benennung Dectsch 


Denominación Espanol 
563507-000.6/00 SPANNUNGSUMSCHALTER 110-220V 
SELECTOR DE TENSION 110-2204 
SCHALTERAUFNAHME 
SOPORTE DE INTERRUPTOR 
KUEHLKOERPER 
DISIPADOR DE CALOR 
ZYLINDERSCHRAUBE M3X6 
TORNILLO CILINDRICO M3X6 
FLACHBANDLEITUNG 12 POLIG 
MANGUERA PLANA 12 TERMINALES 
MASTERTYPE 100i/110i/120i 
FLACHBANDL: TUNG 12 POLIG 
MANGUERA PLANA “2 TERMINALES 
ES 90, D, 91, STARTYPE 130i 
MASSEBAND 
CABLE DE MASA 
FLACHBANDLEITUNG 4 PCLIG 
MANGUERA PLANA 4 TERMINALES 
MASTERTYPE 1101/1201 
“LACHBANDLEITUNG 4 POLIG 
MANGUERA PLANA 4 TERMINALES 
ES 900, 91, STARTYPE 130 
LEITERPLATTE F. NETZTEN. 


67.001-3571.1/01 
675936-000.6/00 
012528-000.6/00 


66.140-3548.2/00 


67.200-3548.2/00 


577943-000.6/00 


66.140-3547.2/00 


67.200-3547.2/00 


66.200-35 10. 1/00 


Term English 


VOLTAGE SWITCH 110-2204 
SWITCH HOUSING 

HEAT SINK 

PAN-HEADED SCREW MAKE 


FLAT CABLE 12 POLE 


FLAT CABLE 12 POLE 


GROUND CABLE 


FLAT CABLE 4 POLE 
FLAT CABLE ` "OLE 


PCE FOR POWER PACK 


PLACA CLECTRUNICA PARA FUENTE DE ALIMENTACION 


66.200-4557.1/90 AUFLAGE 

SOPORTE 
BLECHSCHRAUBE 
TORNILLO PARA CHAPA 
UNTERLEGPLATTE 
CHAPA SEPA*ADORA 
NETZTEIL 22/2404 SOHZ 


312636-009.6/00 
66.200-4558.1/00 


66.200-3500.2/00 


MOUNTING 


SELF-TAPPING SCREW 


PLATE 


POWER PACK 220/2404 50HZ 


FUENTE DE ALIMENTACION 220/2404 SOHZ 


ES 90, 100i 


Seite/Page/Fágina : 


04-001 


REP.-NETZTEIL 220/2404 50HZ EXCH. POWER PACK 220/240V 50HZ 
FUENTE DE ALIMENTACION REPARADA 220/240V 50HZ 

BIS/UP TO/HASTA MASCH. 701220 

REP.-NETZTEM 220/240V 50HZ EXCH. POWER PACK 220/2404 50HZ 
FUENTE DE ALIMENTACION REPARADA 220/240V 50HZ 

AB/W.E.F./DESDE MASCH. 701221 

NETZTEIL 120V/60HZ UL POWER PACK 120V/60HZ UL 
FUENTE DE ALIMENTACION 120V/60HZ UL 

ES 90, 100i 

NETZTEIL 220/240V 50HZ POWER PACK 220/240V 50HZ 
FUENTE DE ALIMENTACION 220/240V 50HZ 

£S 900, 91, 110i, 120i, 130i 


66.200-3500.5/00 


66.200-3500.5/05 


66.200-3504.2/00 


66.250-3500.2/00 


Ersatzteile - Spare pa s - Pièces de rechange - Repuestos 


Startype/Mastertype 


4. Stromversorgung/Powe: supply 
Alimentation/Fuente de alimentación 


Datum/Date/Fecha: 9.89/00 


ldent-Nr./Ident no.: 7812.00.67 


4.1 Stromversorgung 
Power supply 
Alimentation 


Fuente de alimentación 


Pos.-N ./Bauteñ Besvell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no Denominación Espanol Colo: 
WI 66.250-3500.5/00 REP.-NETZTEIL 220/240V SAHZ E (CH. POWER PACK 220/240V 50HZ 
FUENTE DE ALIMENTACION REPARADA ?20/240V 50HZ 
BIS/UP TO/HAST^ MASCH. 701220 
n 66.250-3500.5/05 REP.-NETZTEIL 220/240V SOHZ EXCH. POWER PACK 220/240V 50HZ 
FUENTE DE ALIMENTACION REPARADA 220/240V 50HZ 
AB/W.E.F./DESDE MASCH. 701221 
n 66.250-1502.2/00 NETZTEIL 110/220V Sanz POWER PACK 116/220V 50HZ 
FUENTE DE ALIMENTACION 110/220V £0HZ 
ES 90D, 91, 110i, 120i, 130i 
n 66.250-3£03.2/00 NETZTEIL 110/220V 69HZ POWER PACK 116/220v 60HZ 
FUENTE DE ALIMENTACION 110/220V OHZ 
ES 900, 91, 110i, 120i. 130i 
LL 66.250-3504.2/00 NETZTEIL 120V/60HZ UL/CSA POWER PACK 120V/60HZ UL/CSA 
FUENTE DE ALIMENTACION 120V/60H "` UL/CSA 
ES 900, 9i, 110i, 120i. 130i 
1 66.250-3505.2/00 NETZTEIL 10W/50HZ POWER PACK 100V/50HZ 
FUENTE DE ALIMENTACION 100V/50+Z 
ES 900, 91 
n 66.250-3506.2/00 NETZTEIL 100V/60HZ POWER PACK :20V/60HZ 
FUENTE DF ALIMENTACION 100V/60HZ 
ES 900, 91 
2 542501-000.6/00 NETZSCHALTER POWER SWITCH 
INTERRUPTOR DE RED 
13 562561-000.5/00 GERAETESTECKER APPLIANCE PLUG 
TOMA DE RED 
“4 66.250-3525.2/00 GERAETESTECKER CPL. APPLIANCE PLUG ASSY. 
TOMA DE RED CPL. 
C1 67.001-3519.1/00 KONDENSATOR 1,55UF 450V C/ PACITOR 1,55UF 450V 
CONDENSADOR 1,55UF 450V 
c2 661754-000.6/00 FUNKENTSTOERKONDENSATOR INTERFERENCE SUPPRESSION CONDENS 
CONDENSADOR ANTIPARASITARI) 
a 661306-000.6/00 KONDENSATOR CONDENSER R 
CONDENSADCR 
GEI? 661207-000.6/00 AL-ELKO 15 MIL-5010-16 AL. EL. CONDENSER 15 MIL-5010-10 
CONDENSADOR ELECTFOL. ALUM. 15000 UF 10V 
CO 662440-000.6/00 KONDENSATOR 6.33UF 50V CONDENSER 0,33UF 50V 
CONDENSADOR 0,33UF 50V 
C3,c10 662951-000.6/00 ELKO 100UF 10V ELECTR. CONDENSER 100UF 10V 
CONDENSADOR ELECTFOLITICO 100UF 10V 
016 672100-000.6/00 DIODE 1N4148 DIODE 1N4148 
DIODO 1N4148 
02,5 672366-000.6/00 Z-DIODE BZX55 BSVE 5,6V Z DIODE BZX55 BSV6 5,6V 


DIODO ZENER BZX55 ESVE 5,6V 


817 


=. 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos |Stitt/Pase/Misina : 04-001.2 


Startype/Mastertype 


4. 


tromversorgung/Power supply 


Alimentation/Fuente de «alimentación 


Ben, naupg Deutsch 
Denominación. Espanol 


FUNK-ENTSTOERDROS SEL 
BOEINA ANTIPARASITARIA 
GLEICHRICHTER B40C1500 
RECTIFICADOR B40C 1500 
GLEICHRICHTER 850C3000 
RECTIFICADOR B50CE000 
SPANNUNGSREGLER 
RECULADON DE TENSION 
ADAPTERKABEL FLACHLEITER 


Datum/Date/Fecha 09 .89/0C 


lident-Nr./Ident.no. 7812.00.67 


Term Engish 


SUPPRESSION INDUCTOR 
RECTIFIER B40C1500 
RECTIFIER B50C8000 
VOLTAGE REGULATOR 


ADAPT FLAT CABLE 


ADAPTADOR CABLE PARA MANGUERA PLANA 


KOSCHIW! 6,8KOHM 5% 1/4W 


CARBON RESISTOR 6,8KOHM 5% 1/4W 


RESISTENCIA DE CARBON 6,8KOHM 5% 1/4w 


KO2CHIWI 470 OHM 5% 1/4w 


CARBON RESISTOR 470 OHM 5% 1/4W 


ReSISTENCIA DE CARBON 470 OHM 5% i/4w 


KOSCHIWI 220 OHM 5% 1/4W 


CARBON RESISTOR 220 OHM 5% 1/4w 


RESISTENCIA DE CARBON 220 OHM 5% 1/4w 


SICHERUNG 1,6AT 2204 

FUSIBLE 1,6AT 220V 

SICHERUNG 1,6A 125V 

FUS'BLE 1,6A 125V 

SICHERUNG 4AT 220V 

FUSIBLE 4AT 220V 

SICHERUNG 4A 725V 

FASBLE 4A 125V 

STi TLEISTE SCHWARZ 12 POLIG 
COKC^TOR NEGRO *2 TERMINALES 
STIFTLCISTE SCHWARZ 4 POLIG 
CONECTO”? NEGRO 4 TERMINALES 
STIFTLEISTE 2 POLG 

CONECTOR 2 TERMINALES 
TEMPERATURS CHERUNG 

FUS 3LE TERMIC? 

KONSTANTER 110,*27V 60HZ 
ESTABILIZADOR 11L'127V GOHZ 
KONSTANTER 100V/5^HZ 
ESTABILIZADOR 100V/53HZ 
KONSTANTER 110/2404 SOHZ 
ESTABILIZADOR 110/24QV SOHZ 


4.1 Stromversorgung 
Power supply 
Alimentation 
Fuente de al.mentación 

Pos.-Nr./Bauteil Bestell-Nr. 

Pos. no./Tomp. Ref. no. 

DR1,DR2 59512:-000.6/00 

GR1 674312-000.6/00 

GR2 66.206-3545.2/00 

151,152 66.210-3527.2/00 

D.ILLUSTR. 90.9000-040.2/00 

R1 663692-320.6/00 

R2 663664-320.6/00 

R3 663655-320.6/00 

Si2 666453-300.6/00 

Si2 666743-320.6/00 

sia 666472-300.6; 10 

sig 666747-360.6/00 

st2 562354-012.6/00 

SO 562354-004.6/00 

$15 562467-000.6/00 

TF 96647 -000.6/00 

TRI 66.200-3516.2/00 

TRI 56.200-3518.2/00 

TRI * 66.200-3515.2/00 

TRI * 65.200-3516.2/00 


KONSTANTER 110/220V S0H7 
ESTABILIZADOR 110/220V Bur? 


FUSE 1,6AT 220V 


FUSE 1,64 125V 


FUSE 4AT 220V 


FUSE 4A 125V 


CONNECTOR STRIP BLACK 12 POLE 


CONNECTOR STRIP BLACK 4 POLE 


CONNECTOR STRIP 2 POLE 


THERMAL FUSE 


TRANSFORMER 110/127V GOHZ 


TRANSFORMER 100V/50HZ 


TRANSFORMER 110/240V 50HZ 


TRANSFORMER 110/220V 60HZ 


Ersatzteile . Spare parts . Piéces de rechange - Repuestos 
Startype/Mastertype 


Stromversorgung/Powe- supply  Alimentation/Alimentacibn 


4.1 Stromversorgung 
Power supply 


Alimer tation 
erger? TR! = 3eı Verwendung in Netzteilen: 
Alimentación 110V/504z und 129V/60Hz - Brücke 1 
220V/50Hz und 220V/60Hz - Brücke 2 
1104/2204 mit Spannungsumschalter € 


= When using in power packs: 
1104/5042 and 120V/60Hz - Jumper 1 
220V/50Hz and 220V/60Hz - Jumper 2 
110V/220V switchable by means of D 


= En fuente de >. imentación 
110V/50Hz y 120V/60Hz - soldar puer 
220V/50Hz y 220V/60Hz - soldar puer 
110//220V, seleccionar con selector 


B19 


: } 1 
Datum/Date/Fecha: 09.09/00 
ident Mr /Ident no 7812.00.67 


u. 3 einiöten 
einlöten 
instellen 


M. 3 

wer selector svitch 
tes ï y 3 

Ite 2 


` de tensión 


Seite/Page/Figina : 05-001 
Oatum/Date/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812.00.77 


Ersatzteile - Spare paris - Pieces de rechange - Repuestos 
Startype/Mastertype 


ectromique/ Electronica 


5.1 Steuerelaktronik, Printercontroller 
Control electronics PCB, Printer controller 
Plaque :'électronique, Printer coniroller 
Placa e ectrdnica de control, Placa printer-controller 


Pos.-Nr./Bauteil ` Pestell-Nr. Benen ng Deutsch Term English f 
Pos. no./Comp Ref. no. Denominación Español Color 
1 66.200-3006.5/00 REP.-STEUERELEKTRONIK/PRINTERC. EXCH. CONTROL/PFINTERCONT. PH 
PLACA ELECTR. CONTROL/IMPRESORA REPARADA 
* 66.200-3002.5/00 REP.-STEUERELEK r'R./PRINTERC. EXCH. CONTROL/PR NTER PCB 
PLACA ELECTRON. CONTROL REPARADA 
* 66.250-3002.5/00 REP.-STEUERELEKTRONIK/PRINTERC. EXCH. CONTROL/PR^'TER PCB 
PLACA ELECTRON. CONTROL REPARADA 
811 669712-000.6/00  LITHIUM-ZELLE 3V LITHIUM BATTERY 31 
BATERIA DE LITIO 3V 
C10,11,12 662414-000.6/00 KER-KONDENSATOR 2,2NF 63V CERAMIC CONOENSER 2,2NF Ely 
CONDENSADOR CERAMICO 2,2NF 63V 
C100,110,400,440 — 661227-000.6,00 KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONDENSADOR 2,2UF 25V 
C101,103,125,130 — 662441-000.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER !00NF SOV 
CONDENSADOR CEAAMICO !00NF 50V 
C102,402 662463-000.6/00 KONDENSATOR 22NF SOV CONDENSER 22NF Stv 
CONDENSADOR ?2NF 50V 
C13,14,15 662440-000.6/00 KONDENSATOR 0,33UF 50V CONDENSER 0,23UF SOV 
CONDENSADOR 0,33UF 50V 
C140,150,202,401 — 662441-000.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO ¡00NF 50% 
C200 662951-000.6/00 ELKO 100UF 10V ELECTR. CONDENSER 100UF 10V 
CONDENSADOR ELECTROLITICO 100UF 10V 
€201,600,700 662440-000.6/00 KONOENSATOR 0,33UF 50V CONDENSER 0,33U; 50V 
CONDENSADOR 0,33UF 50V 
C300 661205-000.6/00 TANTAL-ELKO 10UF 16V TANTALUM CONDENSER 10'F 16V 
CONDENSADOR ELECTROL. TANTALO 10UF "Eu 
€403,410.420,430 — 662441-000.6/00 KER-KONDENSAT^R 100NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CEKAM'CO !00NF 50V 
C411,412 662451-000.6/00 KONDENSATOR 0,01UF 50V CONDENSER C.01UF 59V 
CONDENSADOR 0,01UF 58V 
C431,501,502 662441-000.6/00 KER-KONDENSATOR 100NF 59V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO !06NF 50v 
C503 662767-000.6/00 KONDENSATOR 47UF 40V CONDENSER 47UF 40V 
CONOENSADOR 47UF 40V 
0504 662462-000.6/00 KONDENSATOR 10NF 40V CONDENSER 10NF 40V 
CONDENSADOR 10NF 40V 
C8NG,300 662440-000.6/00 KONDENSATOR 0,33UF 50V CONDENSER 0,33UF 50v 
CONDENSADOR 0,33UF 50V 
0110,111,301 672100-000.6/00 DIODE 14148 DIODE 1N4148 
DI000 1N4148 
6100 672354-000.6/00 Z-DIUDE ZD6,8V Z DIODE 206,8v 
OI0DO ZENER ZD6,8V 
0500 $72157-000.6/00 DIODE BYX82 D'ODE BYX82 
DIOCO BYXE2 


* = Ersetzt durch Pos. 1 
Replaced by rcs. 1 
Sustituido por pos.1 


821 


lectronique 


Steuerelektronik, Prirtercontroller 
Control electronics PCB, Printer controller 


lectrónica 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Startype/Mastertype 


lektronix/Electronics 


Plaque d'électronique, Printer controller 


Placa electrónica de control, Placa printer-controller 


Pos -Nr./Bauteil 
Pos. no./Comp. 


0500,700,800,900 
5650 
DN60,70,80,90 


1510 


1510 


‘$10 


is10 


1510 


1510 


1510 


1510 


672138-000.6/00 


672347-000.6/00 


677211-000.6/00 


670301-034.8/00 


653320-042.6/00 


676842-000.6/00 


651320-024. 4/25 


670911-039.8/00 


670311-043.8/00 


651320-042.8/00 


670900-048.8/00 


56.220-3130.1/00 


66.240-3125.1/00 


66.250-3110.1/00 


67.209-3302.1/00 


575812-000.5/00 


Benennung Deutsch 
Denominación Espanol 


DIODE BY296 

DIODO BY296 

Z-DIODE BZX85C43 43V 
DIODO ZENER 82X85C43 * y 
DIODEN-NETZWERK 

JUEGO OE DI0n^* 
4K-EPRO'" .^32 (B034) 
F^fuw DE 4K 2732 (8034) 
STARTYPE 

MIKROCOMPUTER (1320-042) 
MICROPROCESADOR (1320 242) 
MASTERTYPE HEBR. 
MIKROCOMPUTER 97501 
MICROPROCESADOR £750" 
BK-EPROM 2764 (1320-0: 1) 
BK-EPROM 2764 (132-024) 
MASTERTYPE i, ES 9ti 
BK-EPROM 2764 (N039' 
EPROM DE 8K 2764 (N39) 
MASTERTYPE PLUS 
BK-EPROM 2764 (N043) 
EPROM DE 8K 2764 (N3) 
MASTERTYPE D 

8K-EPROM 2764 (1320-042) 
EPROM DE 8K 2764 (1520-042) 
MASTERTYPE HEBR. 
2K-EPROM 2716 (A046) 
EPROM DE 2K 2716 (2048) 
MASTER/STARTYPE A,BA,ET 
MIKROCOMPUTER (NON3) 
MICROPROCESADOR (043) 
MASTERTYPE D 
MIKROCOMPUTER (NC39) 
MICROPROCESADOR !N039) 
MASTERTY?E PLUS 
MIKROCOMPUTER (B934) 
MICROPROCESADOR (8034) 
STARTYPE 

MIKROCCMPYTER (4048) 
MICROPF.ICESADOR (A048) 
MASTER/STARTPYE A,BA,BT 
MIKRCCOMPUTER ©7400 
MICKOPROC!SAIOR 97400 


£22 


Seite/Page/Pegina : 05-001.1 
Datum/Date/*echa: 09.89/00 
Ident-Alr./Ident.no.: 7812.00.77 


Term English Farbe 


DIODE BY296 
2-DIODE BZX85C43 43v 
DIODEN- ARRAY 


4K-EPROM 2732 (B034) 


MICROCOMPUTER (1320-042) 


MICROCOMPUTER 97501 


BK-EPROM 2764 (1320-024 


8K EPROM 2764 (11039) 


8K EPROM 2764 (N043 


8K EPROM 2764 (1320-242) 


2K EFROM 2716 (A048' 


MICROCOMPUTER (1042) 


MICROCOMPUTER (N035) 


MICROCOMPUTER (803%) 


MICROCOMPUTER (A043) 


MICROCOMPUTER 97400 


Seite/Page/Rigina : 05-201.2 
D: :um/Date/Fecha: 09.89/90 
Ident-Nr./ident.ño.: 7812.00.77 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Startype/Mastertype 


lektronik/Electronics 


lectronique/Electrónica 


5.1 Steuerelektronik, Printercontroller 
Control electronics PCB, Printer controller 


Pos.-Nr./Bauteil 
Pos. no./Comp. 


1512 


1512 


1512 


1512 


679756-000.6/00 


651240-061.8/00 


670925-xxx.8/00 


670943-xxx.8/00 


670939-xxx.8/00 


670927-xxx.8/00 


676204-000.6/00 


676281-000.6/00 


676170-000.6/00 


676202-000.6/00 


670900-042.8/00 


66.250-3115.1/03 


676737 -000.6/00 


xxx = 


Plaque d'électronique, Printer controller 
Placa electrónica de control, Placa printer-controller 


Benennung Deutsch 
Denominacibn Espanol 


2KXBBIT-STATIK-RAM 5517 

RAM ESTATICA 2KX8BIT 5517 
4K-EPROM 2532 (1240-061/X) 
4%-EPROM 2532 (1240-061/X) 
MASTERTYPE HEBR. 

2K-EPROM 2716 (AAXXX) 

EPROM DE 2K 2716 (AAXXX) 
MASTERTYPE PLUS 

4K-EPROM 2532 (AUXXX) 

EPROM DE 4K 2532 (AUXXX) 
MASTERTYPE D 

4K-EPROM 2732 (AQXXX) 

EPROM DE 4K 2732 (AQXXX) 
STARTYPE/MIKRODISK 

2K-EPROM 2716 (ACXXX) 

EPROM DE 2K 2716 (ACXXX) 
STARTYPE 

JBIT-DECODER 7415138 
GECODIFICADOR DE 3 BIT 74LS138 
SFACH-LEITUNGSTREIBER 74C244 
EXCITADOR OCTUPLE 74C244 
AFACH-NAND-GATTER 741503 
PUERTA XANO CUADRUPLE 74LS03 
AFACH-NANO-GATTER /4L500 
PUERTA NANO CUADRUPLE 74LS90 
2K-EPROM 2716 (A042) 

EPROM OE 2K 2716 (A042) 

ES 90/£1/90C, BT 
MIKROCOMPUTER (A042) ES 96/91 
MICROPROCESADOR (A042) ES 90/91 
BIS/UP TO/HASTA MASCH. 830222 
AFACH-LATCH 7415373 

“LATCH” OCTUPLE 7415373 
GFACH-INVERTER 74LS04 
INVERSORA SEXTUPLE 74LS04 
AFACH-NOR-GATTER 741502 
PUERTA NOR CUADRUPLE 741502 
AFACH-EX-OR-GATTER 74LS86 
PUERTA EX-OR CUADRUPLE 74LS86 
KOMPARATOR 311 

COMPARADOR 31! 
SPANNUNGSREGLER Sv 
REGULADOR DE TENSION SV 


Term English 


2KX8 BIT STATIC RAM 5517 


4K-EPROM 2532 (1240-061/X) 


2K EPROM 2716 (AAXXX) 


4K EPROM Ar — (AUXXX) 


4K EPROM 2732 (AQXXX) 


2K EPROM 2716 (ACXXX) 


3BIT DECODER 74LS138 
BUS DRIVER 74C244 
4FOLO NANO GATE 741503 
4FOLD NANO GATE 74LS00 


2K EPROM 2716 (A042) 


MICROCOMPUTER (A042) ES 90/91 


FOLO LATCH 14LS37?w 


&FOLO INVERTER 74L504 


4FOLO NOR GATE 741502 


4FOLO EX-OR GATE 741586 


COMPARATOR 311 


VOLTAGE REGULATOR SV 


Siehe Software-IC-Katalog (Mikrofiche) Best.-Nr. 5/99931/07 
See software IC catalog, ref. no. 5/98800/17 


T6853 


Ersaizteile - Spare parts - Pieces de rechange - Repuestos 
Stertype/Mastertype 


Elektronik/Electronics 


lectrónica 


Steuerelektronik, Printercontroller 
Control electronics PCB, Printer controller 

Plaque d'électronique, Printer controller 

Placa electrónica de control, Placa printer-control'er 


Pos.-Nr./Bauteii Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. no./Comp. Ref. no. Denominación Espanol Color 

1$60,70,80,30 676593-000.6/00 2FACH TREIBER L298N OLD DRIVER L298N 
DOBLE EXCITADOR L298N 

LS20 698104-000.5/00 SCHALLGEBER BUZZER 
CENERADOR ACUSTICO 

0. LUSTR. 576418-660.8/00 KABEL CABLE 
CABLE 

O.ILLUSTR. 67.001-3167.1/00 ABSTANDSHALTER TS 60...90 SPACER TS 60...90 
SEPARADOR TS 60...90 

R100,363,305 663480-320.6/00 KOSCHIWI 2,2KOHM 5% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4w 

R101,110,51i,112 — 663496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 

R113,400,501 563572-320.6/00 KOSCHIWI 1KOHM 5% 1/4w CARBON RESISTOR 1KOHM 5% 1/4W 
RESISTENCIA DE CARBON ¡KOHM 5% 1/4W 

R200,201 663674-320 6/00 KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOR 1,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 1,2KOHM 5% 1/4W 

R209...302 663658-320.6/00 KOSCHIWI 270 OHM 5% 1/4Ww CARBON RESISTOR 270 OHM 5% 1/3% 
RESISTENCIA DE CARBON 27) OHM 5% 1/4w 

DV 663448-320.6/00 KOSCHIWI 100 OHM 5% 1/4W CARBON RESISTOR 100 OHM 5% 1/4w 
RESISTENCIA DE CARBON 100 OHM 5% 1/4w 

R500,603,703 663496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 

7533,504 663480-320.6/00 NUSCHIWI 2,2KOHM 5% 1/4w CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 

R505 663275-000.6/00 WIDERSTAND 1 OHM 0,7W RESISTOR 1 OHM 0,7w 
RESISTENCIA 1 OHM 0,7W 

F506 $63408-120.6/00 KOSCHIWI 7,2 OHM 5% 1/4W CARBON RESISTOR 2,2 OHM 5% :/4W 
RESISTENCIA DE CARBON 2,2 OHM 5% 1/4W 

R507 663265-060.6/00 WIDERSTAND ï 7KOHM 5% 1/3W RESISTOR 5,7KOHM 5% 1/3W 
RESISTENCIA £,jKOHM 9% 1/3w 

R506 663289-000.6/00 WIDERSTAND 2,43K0HM 5% 1/4W RESISTOR 2,43KOHM 5% 1/4W 
RESISTENCIA 2,43KOHM 5% 1/4W 

R510 663812-000.6/00 WIDERSTAND !KOHM 1/4w RESISTOR IKOHM 1/4W 
RESISTENCIA IKOHM 1/4w 

R600,700,800.300 663694-320.6/00 KOSCHIWI 8,2KOHM 5% 1/4W CARBON RESISTOR 8,2KOHM 5% 1/4w 
RESISTENCIA DE CARBON 8,2KONM 5% 1/4W 

R601,701,801,901 — 663704-320.6/600 KOSCHIWI 22KOHM 5% 1/4W CARBON RESISTOR 22KOHM 5% 1/4W 
RESISTENCIA DE CARBON 22KOHM 5% 1/4W 

R602,762,802,902 — 663686-320.6/00 KOSCHIWI 3,9KOHM 5% 1/4W CARBON RESISTOR 3,9K9HM 5% 1/4W 
RESISTENCIA DF CARBON 3,9KOHM 5% 1/4W 

R604 663052-000.6/00 DRAHTWIDERSTAND 4,7 SHM Zw WIRE RESISTOR 4,7 OHM 2W 
RESISTENCIA BOBINADA 4,7 GHM 2W 

$704,904 663032-000.6/00 WIDERSTAND 10 OHM 2W RESISTOR 10 OHM Zw 


RESISTENCIA 10 OHM 4w 
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Seite/Page/Rigina : 05-001.4 
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Ersatzieile - Spare parts - Pièces de rzunange - Repuestos 


"ectronique/Electrón -a 


5.1 Sisuerelektronik, Frintercantroller 
Ciantrol electronics PCB, Printer controller 

Fiaque d'élec'ronique, Printer controller 

F.aca electronica de control, Placa printer-controller 


Pos -Nr./ : auteil desteli- Nr. Benennung Deutsch Term English Farbe 

Pos. no / omp. Ref. no Denominacibn Español Color 

R803,903 663496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RES!STOR 10KOHM © 4 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/44 

R804 663053-000.6/00 DRAHTWIDERSTAND 15 OHM 1,5W WIRE RESISTOR 15 OHM .,5W 
RESISTENCIA 80BINADA 15 IHM 1,5w 

R1, 11,! 677166-000.6/00 it-NETZWERK 8X 10NOHM RESISTOR ARRAY "a 10KCHM 
JUEGO DE RESISTENCIAS 8X10KCHM 

DO 561800-000.6/00 FLACHSTECKER FLAT CONNE” OR 
CONECTOR PLANO 

562354-012.6/00 STIFTLEISTE 12 POLIG CONNECT -« STRIP 12 POLE 

CONECTOR 12 TERMINALES 

$t10, 14,0, 562457-020.5/00 STIFTLEISTE 20 POLIS CO" SECTOR STRIP 20 POLE 
CONECTOR 20 TERMINALES 

se 561882-400,5/0% FLACHSTECKER rLAT CONNECTOR 
CONECTOR PLANO 

$160 562354-004.6/09  STIFTLEISTE 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

710,11, 1,51,61 675143-000.6/00 TRANSISTOR 8C237A TRANSISTOR BC237A 
TRANSISTOR 8C237A 

Ts20 675182-000.6/06 TRANSISTOR 8C337 TRANSISTOR 8C337 
TRAKSISTOR 8C337 

Ts30 675144-000.6/00 TRANSISTOR 8C3” TRANSISTOR 8C327 
TRANSISTOR Bf ic? 

Ts56 675273-000.6/00 TRANSISTOR -9646 TRANSISTOR 80646 
TRANSIST^ - 30646 

T360,70,:0,90 675210-C00.6/00 TRANSIST. d TIP125 TRANSISTOP TIP125 
TRANSISTOR TIP125 

171,81. "1 675143-000.6/00 TRANSISTUR àC237A TRANSISTOR 30217A 
TRANS!STOR BC227A 

x. when. ^ QUARZ 4,0000MHZ QUARTZ 4,0000MHZ 


OSCILADOR DE CUAPZO 4,0000MHZ 


Ersatzteile . spare parts - Piéces de rechange - Repuestos 
Startype/Mastertype 


Elektronik/Electronics Eiectronique/Electrönica 


5.1 Steuerelektronik, Printarcontroller 
Control electronics pct, Printer controller 
Plaque d'électronique, Printer controller 
Placa electrónica de control, Placa printer controller 
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CE Remove before returning as an exchange assembly 


ite: Vor Einsendung als Austauschteil entfe -nen 
ay cue retirar la pieza antes de enviar le placa 


Ersatzteilkatalog AEG 
Spare parts catalog OLYMPIA 
Catalogue de piéces de rechange 
Catálogo de Repuestos 


Mastertype, Mastertype D 
Mastertype i, ES 95, ES 95i 
Mastertype 100i, Mastertype 110i 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startype i, Startype 130i 
Startype 130 BEi, Startype BAi, Ai, BT 


Service Department 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Startype/Mastertype 


Seite/Page/Pigina : 02-003 


Ident-Nr./Ident.no.: 7812.00.67 


Inhalt Seite 

zt 558.485 Englisch/ English 21-005 
Anglais/ inglés 

212 763.485 Französisch 6 - Belgisch/ French G - Beigian 21-006 
Français 6 - Belge/ Frances G - Belga 

213 798.486 ^merikanisch 3/ American 3 21-007 
Améncun 3/ Americano 3 

21.4 850.487 Canada-Franzósiscn 4/ Canada-i:ench 4 21-008 
Canada-Frangais 4/ Canada-Frances 4 

21.5 862.485 Spanisch 5/ Spanish 5 20-009 
Espagnol 5/ Español 5 

216 866.485 Ueutsch DIN 2137/ German DIN 2'5/ 27-010 
Allemand DIN 2127/ Aleman OIN 2137 

30.  Farbteile/Colored comprnents : 
Couleurs pieces/Piezas de color 

30.1 Farbschlüssel f. Teils mit Farisauftrag/ Color code ‘or parts with a color coating 30-001 
Code couleurs pour pièces scmtes/ Codigo de colores para piezas color aplicado 

30.2 Farbschlússel f. Kunststofftrile/ Color code for plastic parts 30-002 
Code coul. pour pièces en mal. plastique/ Cbdigo de colores para pezas plastico 

40. Norm-, Standerdtetie/Standard parts 
Pièces de la norme, Pieces standard/Piezas normalizadas, Estandar 

40.1 Bestellnummern f. Sicherungsscheinen/ Reference numbers for lockwishers 40-001 


References pour lus :ondelles de tlocage/ Referencias de arandelas d? seguridad 


Datum/Date/Fecha: 09.89/00 


Fiche 
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DU 
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Ersatzteile - Spare parts -- Pieces de rechange - Repuestos 
Startype/Mastertype 


ektranik/Electronics 


` Electronique/Electronica 


Steuerelektronik, Printercontroller 
Control electronic; PCB, Printer controller 

Plaque d'électronique, Printer controller 

Placa electrónica de control, Placa printer-controller 


5.2 


Pos.-Nr./Bauteil 
Pos. no./Comp 


66.240-3315.2/00 


Benennung Deutsch 
Denominación Espanol 


STEUERELEKTR. /PRINTERCONTR. 


PLACA ELECTR. CONTROL/IMPRESORA 


CONCENSADOR CERAMICO 47NF 16V 


* = Ersetzt durch Pos. 1 


Replaced by pos. 1 
Sustituido por pos.1 


Term English 


PCB CONTROL/PRINTER 


* 66.240-32,5.5/00 REP.-STEUERELEKTR./PRINTERC. EXCH. CONTROL/PRINTER PCB 
PLACA ELECTR. CONTROL/IMPRESORA RE?ARADA 
x 66.200-3006.2/00 STEUERELEKTRONIK/PRINTERC. COI.TROL/PRINTERCONT. PCB 
PLACA ELECTRONICA DE CONTROL 
* 66.300-3015.2/00 STEUERELEKTRONIK CONTROL ELECTRONICS PCB 
PLACA ELECTRONICA DE CONTRO! 
* 66.200-3002.2/00 STEUERELEKTRONIK/PRINTERC. CONTROL/PRINTER PCB 
PLACA ELECTRONICA DE CONTROL 
* 66.200-3315.2/00 STEUERELEKTRONIK/PRINTERCONTR. CONTROL/PRINTERCONT. PCB 
PLACA ELECTRONICA DE CONTROL 
* 66.200-3115.5/00 REP.-STEVERELEKTRONIK/PRINTERC. EXCH CONTROL/PRINTER PCB 
PLACA ELECTRON. CONTROL REPARADA 
* 66.250-3315.5/00 REP.-STEUERELEKTRONIK EXCH. CONTROL PCB 
PLACA ELECTRGN. CONTROL REPARADA 
de 66.200-3315.5/00 REP.-STFUERELEKTRONIK/PRINTERC. EXCH. CONTROL/PRINTERCONT. PCB 
PLACA ELECTRON, CONTROL REPARADA 
811 669712-000.6/00 LITHIUM-ZELLE 3V LITHIUM BATTERY 3V 
BATERIA DE LITIO 3V 
C10...12 662414-000.6/00 KER-KONDENSATOR 2,2NF 63V CERAMIC CONDENSER 2,2NF 63V 
CONDENSADOR CERAMICO 2,2MF 63V 
C100,400,440 661227-000.6/00 KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONDENSADOR 2,2UF 254 
C101,103,120,130 — 662441-000.6/00 KER-KONOENSATOR 100NF 50V CERAMIC CONDENSER ¡UONF 50V 
CONDENSADOR CERAMICO !00NF SUV 
C102,402 662463-000.6/00 KONDENSATOR 22NF 50V CONDENSER 22NF 50V 
CONDENSADOR 22NF SOV 
C 104,404 662413-000.6/00 KONDENSATOR 22PF 63V CONDENSER 22PF 63V 
CONDENSADOR 22PF 63V 
C13..15,600,700  S62440-009.6/00 KONDENSATOR 0,33UF 50V CONDENSER 0,23UF 50V 
CONDENSADOR 0,33UF 50V 
C140,150,202,203 — 662441-002.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER ICONF 50V 
CONDENSADOR CERAMICO 100NF 50v 
Cano 662951-000.6/00 ELKO 100UF 10V ELECTR. CONDENSER 100UF 10V 
CONDENSADOR ELECTROLITICO 100UF 10V 
c201 662407-000.6/00 MKT-KONDENSATOR 220NF 63V MCT CONDENSER 220NF 63V 
CONDENSADOK “MCT” 220NF 63V 
C300 561204-000.6/00 TA-KONDENSATOR 15UF 10V CAPACITOR 15UF 10V 
CONDENS^OOR TANTALO 15UF 10V 
C301,401,403,410 — 662441-000.6/00 KER-KONDENSATOR 100NF 50V TFRAMIC CONDENSER 100NF SOV 
CONDENSADOR CERAMICO 190NF SOV 
1302 662400-011.6/00 KER-KONDENSATOR 47NF 16V CERAMIC LONDENSER 47NF 16V 


PAE : 05-002.1 


Datum/Date/Fecha. 09.89/09 


Ident-Nr./Ident.no.: 7812.00.77 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


lektronik/Electronics 


¡ectronique/Electrónica 


ee 
Steuerelektronik, Printercontroller 

Control electronics PCB, Printer controller 
Plaque d'électronique, Printer centreiler 


5.2 


EPROM DE 8K 2764 (N039) 
MASTERTYPE PLUS 


Placa electrónica de control, Placa printer-controller 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. e Denominazibn Espanol Color 
can 662451-011.6/00 KERKO 100PF fav CER. CON. 100PF 63V 
CONDENSADOR CERAMICO 106PF 63V 
€420,430,431,50! — 662441-000.6/00 KER-KONDENSATOR 100NF 50V CFRAMIC CONDENSER 100NF 50V 
- CONDENSADOR CERAMICO 100NF 50V 
C502 662441-005.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF SOV 
CONDENSADOR CERAMICO 100NF 50V 
C503 667767-000.6/00 KCNDENSATOR 47UF 40V CONDENSER 47UF 40V 
CONDENSADOR 47UF 40V 
C504 662482-000.6/00 KONDENSATOR ¡0NF 40V CONOENSER 10NF 40V 
CONDENSADOR 10NF 40V 
C800,900 662440-000.6/00 KONDENSATOR 6,33UF SOV CONDENSER 0,33UF 50V 
CONDENSADOR 0,33UF 50V 
5110,111,112,130 — 672100-000.6/00 DIODE 1N4148 DIODE 1N4148 
DIODO 1N4 148 
Di31,200,301,302 — 672100-000.5/00 DIODE 1N4148 DIODE 1N4148 
DIODO 1N4148 
D300 672325-000.6/00 Z-DIODE BZX5586V2 (,2V Z-DIODE BZX55B6V2 6,2V 
DIODO ZENER 82X5586V2 6,2V 
0500,601..608 672171-000.6/00 DIODE UF4001 DIODE UF4001 
DIODO UF4001 
0500,601..608 672171-400.6/00 DIODE TFK53 DIODE TFKS3 
DIODO TFK53 
D600,700,800,900 — 672138-000.6/00 DIODE BY296 DIODE 8Y296 
DIODO BY296 
D650 672347-000.6/00 Z-DIODE BZX85C43 43V Z-CIODE BZX85C43 43V 
DIODO ZENER BZX85C43 43V 
0701..708,801.808 672171-000.6/00 DIODE UF4001 DIODE UF4001 
DIODO UF4001 
D701..708,801.808 672171-400.6/00 DIGDE TFK53 DIODE TFKS3 
DIODO TFK53 
D901...908 672171-400.6/00 DIODE TFK53 DIODE TFKS3 
DIODO TFK53 
D901...908 672171-400.6/00 DIODE TFK53 DIODE TFKS3 
DIODO TFK53 
1510 651320-024.8/00 8K-PROM 2754 (1320-024) 8K-PROM 2764 (1320-024) | 
BK-PROM 2764 (1320-024) 
MASTERTYPE 1, ES 95i 
1510 653320-024.6/00 MIKROCOMPUTER (1320-024) MICROCOMPUTER (1320-024) 
MICROPROCESADOR (1320-024) 
MASTERTYPE i, ES 95i 
1510 676842-000.6/00 MIKROCOMPUTER 97501 MICROCOMPUTER 97501 
MICROPROCESADOR 97501 
1510 670911-039.8/00 8K-EPROM 2764 (N039) 8K EPF 2764 (N039) 


Saie/Page/Rigina : 05-002.2 
Datur. ¿Date/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812.00.77 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 

Startype/Mastertype 

5. lektronik/Electronics 
lectronique/Electrónica 

5.2 Steuerelektronik, Printercontroller 


Control electrenics PCB, Printer controller 
Plaque d'électronique, Printer controller 


Placa electrónice de control, Placa printer-controller 


Benennung Deutsch 
Denominación Espanol 


Term English Farbe 


1510 


1510 


1510 


15 0 


1510 


1510 


isti 


1512 


1512 


670911-043.8/00 


653320-042.6/00 


676812-000.6/00 


67090 1-034.8/00 


751320-042.8/00 


670520-048.8/00 


66.220-3130.1/00 


66.240-3125.1/00 


66.250-3110.1/00 


V^ 200-3302. 1/00 


57975. -000.6/00 


670925- x. ».8/00 


670943- xxx.8/ 0 


651240-061.8/00 


AMM = 


8K-EPROM 2764 (N043) 
EPROM DE 8K 2764 (N043) 
MASTERTYPE O 
MiXROCOMPUTER (1320-042) 
MICROPROCESADOR (1320-042) 
MASTEKTYPE HEBR. 
MIKRCZOMPUTER 97409 
MICROPROCESADOR 97400 
4K-EPROM 2732 (B034) 
EPROM Di 4K 2732 (8034) 
STARTYPE 

BK-EPROM .764 (1320-042) 
8K-EPROM 2784 (1320-042) 
MASTERTYPE *£8F. 
?K-EPROM 2716 (A048) 
EPROM DE 2K 2755 (A048) 
MASTER/STARTYME A,BA,BT 
MIKROCOMPUTER (N43) 
MICROPROCESADGR (8043) 
MASTERTYPE 0 

MIKRO COMPUTER (039) 
MICRO?ROCESADOR 033: 
MASTERTYPE PLUS 
MIKRGCOMPUTER (B034 
MICROPROCESADOR (8034) 
STAFTYPE 

MIKROCOMPUT ER (A048) 
MICROPROCESADOR (A048) 
MASTER/STARTYPE A,BA,BT 
2KXBBIT-STATIK-RAM 5517 
RAM ESTATICA 2KX8BIT 5517 
2K-EPROM 2716 (AAXXX) 
EPROM DE 2K 2716 (AAXXX) 
MASTERTYPE PLUS 
4K-EPROM 2532 (AUXXX) 
EPROM DE 4K 2532 (AUXXX) 
MASTERTYPE D 

"K-EPROM 2716 (ACXXX) 
EROM DE 2K 2716 (ACXXX) 
$1, ?TYPE 

4K-ROM 2532 (1240-061/X) 
EPRUN DE 4K 2532 (1240-061) 
MASTERTYPE HEBR. 


Siehe Sot, ware-¡C-Kata;: 
See softwa: + IC catalog 


L5 


8K EPROM 2764 (N043) 


MICROCOMPUTER (1320-242) 


MICROCOMPUTER 97400 


4K EPROM 2732 (8034) 


BK-EPRCM 2764 (1320-C42) 


2K EPROM 2716 (A048) 


MICROCOMPUTER (N043; 


MICROCOMPUTER (N039 


MICROCOMPUTER (8034 


MICROCOMPUTER (A048) 


2KX8 BIT STATIC RAM 5517 


2K EPROM 2716 (AAXXX; 


4K EPROM 2532 (AUXXX) 


?K EPROM 2716 (ACXXX) 


4K EPROM 2532 (1240-061/X) 


(Mikrofiche) Best.-Nr. 5/99931/07 
ef. no. $/98800/17 


Ersatzteile - Spare parts - Pieces de ‘echange - Repuestos 
Stertype/Mastertype 


lektronik/Electronics 


Electronique/Electrónica E 


Datum/Dale/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 78* 2.00.77 


5.2 


Steuerelektronik, Printercontroller 
Controt electronics PCB, Printer controller 

aque d'électronique, Printer controller 

laca electrónica de control, Placa printer-controller 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Rel. no. Denominacitn Espanol Color 
1513 676204-090.6/00  3BIT-DECODER 7415138 JBIT DECODER 7415138 
DECODIFICADOR OE 3 BIT 7415138 
1514 676581-000.0/02 8FACH-bUS-TREIBER 74HC245 8FCLD BUS DRIVER 74HC245 
EXCITADOR BUS OCTUPLE 74HC245 
1515 676170-000.6/0: 4FACH-NAND-GATTER 741503 4FOLL NANO GATE 741503 
FIERTA MAND CUADRUPLE 74.503 
1520 676202-000.£/00 AFACH-NAND-GATTER 74L 50% 4FOLD NAND CATE 741500 
PUERTA NAND CUADRUPLE 74LS0C 
1540 670900-042.6/00 2K-EPROM 2716 (A042) 2K EPROM 2716 (Avaz; 


EPROM DE 2K 2716 (A042) 
ES 90/91/90C, BT 


1540 576812-000.6/00 MIFROCUMPUTER 97400 MICROCOMPUTER 97400 
MICAOPROCESADOR 97400 
1540 66.250-3115.1/03 MIKROCOMPUTER (A042) ES 90C MICROCOMPUTER (4042) ES 90C 


MILRCPROCESADOR (A042) ES 90C 
ES 90/91 BIS/u. TO/HAST.830222 


1541 676340-000.6/00 BFACH-LATCH 7415373 BFOLO LATCH 7415375 
“LATCH” OCTUPLE 74LS373 

1542 676201-000.6/00 GFACH-INVERTER 74LS04 GFOLO INVERTER 74LS04 
INVERSORA SEXTUPLE 74LS04 

1543 676203-000.6/00 4FACH-NOR-GATTER 741502 4FOLO NOR GATE 74LS02 
PUERTA NOP CUADRUPLE 74LS02 

1544 676261-000.6/00 4FACH-EX-OR-GATTER 741586 4FOLO EX-OR GATE 74LS86 

x PUERTA EX-OR CUADRUPLE 741586 
x 1550 676508-000.6/00 KOMPARATOR 211 COMPARATOR 311 

COMPARADOR 351 

155: 676737-000.6/00 SPANNUNGSREGLER 5V VOLTAGE REGULATOR 5V 
REGULADOR DE TENSION SV 

1860,76 80,90 676593-000.6/00 2FACH-TREIBER L298N 2FOLD DRIVER ! 298N 
DOBLE EXCITADOR L298N 

1520 698104-000.6/00 SCHALLGEBER BUZZER 
GENERADOR ALUSTICO 

O.ILLUSTR. 576418-600.8/00 KABEL CABLE 
CABLE 

O.ILLUSTR. 676981-000.6/00 SOCKEL 40 POLIG SOCKET 49 POLE 
ZOCALC 40 TERMINALES 

O.ILLUSTR. 676986-000.6/00 SOCKEL 24 POLIG SOCKET 24 POLE 
ZOCALO 24 TERMINALES 

O.ILLUSTR. 67.200-3040.1/00 KNEHLKOERPER HEAT SINK 
DIS'PADOR DE CALOR 

O.ILLUSTR. 67.656-3167.1/00 KLAMMER FUER TS 60,80,90 CLIP FOR TS 60,80,90 
ABRAZADENA PARA TS 60,80,90 

R 602,702,802,902 663586-320.6/00 KOSCHIWI 3,9KOHM 5% 1/4W CARBON RESISTOR 3,9KOHM 5% 1/4W 


RESISTENCIA DE CARBON 2,9KOHM 5% 1/4w 


CÈ 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


lect, nics 


Te7:.oniq-e7Electrónica 


Seite/Page/Pigina ` 05-002.4 
Datum/Date/Fecha: 09.89/00 
end Nr Zen, 7812.00.77 


5.2 Steuereiektronik, Printercontrollar 
Control eleztionics PCB, Printer controller 
Piaque d'électronique, Printer cortroller 
Placa electrónica de control, Placa printer-controller 
Pos. -Nr./Dacteil Bestell-Nr. Benennung Deutsch Term Engish Farbe 
Pos. vo./Comp Ref. no. Denominación Español Color 
R100,133. 305,503 — 663480-320.6/00 KOSCHIWI 2,2K0HM 5% 1/4W CARBON RESISTOR 2,2K0HM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 
R101.110.1:2,131  653496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4w 
RESISTENCIA DE CARBON 10KOHM 5% 1/4w 
R113,136,131,400 — 663672-320.6/00 KOSCHIWI IKOHM 5% 1/4w LARBON RESISTOR IKOHM 5% 1/4w 
RESISTENCIA DE CARBON IKOHM 5% 1/4w 
Rin 663444-120.6/00 KOSCHIWI 68 OHM 5% 1/8W CARBON RESISTOR 68 OHM 5% 1/8W 
RESISTENCIA DE CARBON 68 OHM 5% 1/8w 
R132, 133,500 063496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4w 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 
A200 201,306 663674-320.6/00 KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOR 1,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 1,2KOHM 5% 1/4w 
R20. 663686-220.6/00 KOSCHIWI 2,9KOHM 5% 1/4W CARBON RESISTOR 3,9KOHM 5% 1/4W 
RESISTENCIA DE CARBON 3,9KOHM 5% 1/4W 
R204 663628-320.6/00 KOSCHIWI 39 OHM 5% 1/4W CARBON RESISTOR 39 OHM 5% 1/4W 
RESISTENCIA GE CARBON 39 OHM 5% 1/^w 
R205,303,307 663180-320.8/C0 KOSCHIWI 2,2KOHM 5% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 
R300...332 $53658-320.8/00 KOSCH 276 OHM 5% 1/4w CARBON RESISTOR 270 IHM 5% 1/4W 
RESISTENCIA OF CARBON 270 OHM 5% 1/4W 
1304 ¿00,700,800 663694-320.6/00 KOSCHIWI &,2KOHM 5% 1/4W CARBON RESISTOR 8,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 5,2XOHM 5% 1/4w 
R410 663408-120.6/00 KOSCHIWI 2,2 CHM 5% 1/4w CARBON RESISTOR 2,2 OHM 5% 1/4w 
RESITTENTIA DE CARBON 2.2 OHM 5% 1/5 
R501 Bew”, ,2u.s/00 KOSCHIWI IKOHM 5% 1/3W CARBON RESISTOR IKOHM 5% 1/4W 
RESISTENCIA DE CARBON !KQHM £% 1/4W 
R504,509 663480-320.6/00 KOSCHIWI 2,2KSHM 5% 1/4W CARBON RESISTOR 2,c IMM 5% 1/4w 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4w 
R505 663275-000.6/00 WIDERSTAND 1 OHM 0,7w RESISTOR i OHM 0,7w 
RESISTENCIA 1 OHM 0,7W 
R506 663408-:20.6/00 KOSCHIWI 2,2 OHM 5% 1/4W CARBON RESISTOR 2,2 CHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2 OHM 5% 1/4w 
R507 56328£-000.6/90 WIDERSTAND 5,7KOHM 5% 1/3W RESISTOR 5,7KOHM 5% 1/3w 
RESISTENCIA 5,7KOHM 5% 1/3W 
R538 563/89-000 6/00 WIDERSTAND 2.43KOHM 5% 1/4w RESISTOR 2,43KOHM 5% 1/4W 
RESISTENCIA 2,43KOHM 5% 1/4w 
R510 653823-090.6/00  EINSTELLREGLER IKOHM REGULATOR 1KOHM 
POTENCIOMETRO IKOHM 
RG01,701.801,901 — 863704-320.6/00 KOSCHIWI 22KOHM 5% 1/4w CARBON RESISTOR 22KOHM 5% 1/4W 
RESISTENCIA DE CARBON 22KOHM 5% 1/4w 
R604 £75/$2-000.6/06 DRAHTWIDERST AND 4,7 OHM Zw WIRE RESISTOR 4,7 OHM 2W 
RESISTENCIA BOBINADA 4,7 OHM ZW 
84,904 $53032-000.8/00 WIDERSTAND 10 OHM Zw RESISTOR 10 OMM 2W 


RESISTENCIA 10 OHM Aw 


C7 


Startype/Mastertype 
lektronik/Electronics 


ectronique/El=ctrónica 


5.2 Steuereiektronik, Printercontroi:er 
Control electronics PCB Printer controller 
Plaque d'électronique, Printer contro!ler 


OSCILADOR DE CUARZO 4,0000MIiz 


C8 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Seite/Page/Pigina ` 05-002.5 
Datum/Date/Fecha: 09.69/00 
Iden:-Nr./Ident.no.: 7812.00.77 


Placa electrónica de control, Placa printer-contreller 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no Denominación Espanol Color 
Nus otc ET ARE ARR EE cuta RE i Coca A A eor e cmn ut PS TRU IR P CE 
R804 663053-000.6/00 DRAHTWIDERSTAND 15 OHM 1,5w WIRE RESISTOR 15 OHM 1,5w 
RESISTENCIA BOBINADA 15 OHM 1,5w 
R900 663694-320.6/00 KOSCHIWI 8,2KOHM 5% 1/4W CARBON RESISTOR 8,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 8,2KOHM 5% 1/4W 
RN1,11,14 677166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY BXIOKOHN: 
JUEGO DE RESISTENCIAS 8X10KOHM 
su 562354-012.6/00 STIFTLZISTE 12 POLIG CUNNECTOR STRIP 12 POLE 
CONECTOR 12 TERMINALES 
$110,14,44 562457-020.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR 20 TERMINALES 
St40 552354-103.6/00 STIFTLEISTE 3 POLIG CONNECTOR STRIP 3 POLE 
CONECTOR 3 TERMINALES 
S60 562351-004.6/00 STIFTLEISTE 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 
T519,11,31..33 675143-000.6/00 TRANSISTOR BC237A TRANSISTOR 8C:37A 
TRANSISTOR BC237A 
Ts20 675182-000 6/00 TRANSISTOR 8C337 TRANSISTOR 8C:37 
TRANSISTOR 8C337 
Ts30 675144-000.6/00 TRANSISTOR BC327 TRANSISTOR BC:27 
TRANSISTOR BC327 
Ts50 675273-000.6/00 TRANS:STOR BD646 TRANSISTOR BDL46 
TRANSISTOR BD646 
Ts51,61,71,81,91 675143-000.6/00 TRANSISTOR 2C237A TRANSISTOR BCZ37A 
TRANSISTOR 8C237A 
Ts60,70,80,90 675210-000.6/05 TRANSISTOR TIP125 TRANSISTOR TIP125 
TRANSISTOR TIF 125 
XT10,40 638510-000.6/00 QUARZ 4,0000MHZ QUARTZ 4,0000M4Z 


Elektronik/Electronics Electronique/Electrónica 


5.2 Steuerelektronix, Printercontroller 
Control electronics pcb, Printer controller 
Plaque d'électionique, Printer controller 
Placa electrónica de control, Placa printer-controller 


0o00000000® 
00000000u0 
ST14 


= Im Lieferumfang der Leiterplatte nicht enthalten. \ 
Not :ncluded in the scope of delivery of the PCB. R 
No se suministra con la placa electronica. Hay qué 


IS42 


> ü 
E ( Ç | 
ECG e Q 
3 
el del 
3121819118 
i 


302 [1530 


LI @o (309) 
— TOS! 


D 


5] 


600000 E 


D 


(or Einsendung als Austauschteil entfernen. 
emove before returning as an exchange assembiy. 
' retirar la pieza entes de enviar la riaca. 


Datum/Date/F echa : 09.59/00 
Ident.-Nr./iden:. no.: 


0000000008 Ce 
pee 0000000000 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Startype/Mastertype, Plus/D 
Hearse orenac d 


SA 


Steuerelektronik, Printercontroller 


Control electrcnics FCB, Printer controller 
Plaque d'électronique, Printer controller 
Placa electronica de control, Placa printer-controller 


¡Seite/Page/Rigina : 05-003 
D 'Date/Fecha: 09.89/00 


-Nr./Ident.no.: 7812.00.77 


Term English 


gi 
Cu... 
C100. 110,400,440 


C151,103,175,130 


D 110,111,130,131 
0:00 


66.240-3018.5/00 


66.250-3002.5/00 


669712-009.6/00 


6624 4-600.6/00 


661227-000 6/00 


652441-000.6/00 


662441-000.6/00 
662451-011.6/00 


662441- ôu. 5/00 


REP.-STEVERELKTR./PRINTERC. 


EXCH. CONTROL/PRINTER PCB 


PLACA ELECTR. CONTROL/IMPRESORA REPARADA 


REP. -STEUERELEKTRONIK/PRINTERC. 


EXCH. © NTROL/PRINTERCONT. PCB 


PLACA ELECTRON. CONTROL REPARADA 


REP.-STEUERELEKTRONIK/PRINTERC. 


EXCH. CONTROL/PRINTER PCB 


PLACA ELECTRON. CONTROL REPARADA 


32 TRANSISTOREN 

LITHIUM-ZELLE 3V 

BATERIA DE LITIO 3V 

KER-KO". -NSATOR 2,2NF 63V 
CONDENSAJOR CERAMICO 2,2NF 63V 
KONDENSATOR 2,2UF 25V 
CONDENSADOR 2,2UF 25Y 
KER-KONDENSATOR 100NF 59V 
CONDENSADOR CERAMICO I£0NF SCV 
KONDENSATOR 22NF 50V 
CONDENSADOR 22NF 50V 
KONDENSATOR 0,33UF 50v 
CONDENSASOR 0,33UF Suv 
KER-KONDENSATOR 100NF 301 
CONDENSADOR CERAMICO 100MF 50V 
ELKO 100UF 10V 


LITHIUM BATTERY 3V 

CERAMIC CONDENSER 2,2NF 63V 
CONDENSER ?,2UF 25V 

CERAMIC CONDENSER 100NF 50V 
CONDENSER ?2NF 50v 
CONDENSER 0,33UF 50V 
CERAMIC CONDENSER 100NF 50V 


ELECTR. CONDENSER 100UF 10V 


CONDENSADOR ELECTROLIT'C9 100UF 10V 


TANTAL-ELKO 10UF 16V 
CONDENSADOR ELECTROL 
KER-KONDENSATOR 100NF SOV 
CONDENSADOR CERAMICO 100NF 50V 
KERKO 100PF 63V 

CONDENSADOR CERAMICO 100PF 63V 
KER-KONDENSATOR ¡00NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
KONDENSATOR 4”"- «Qu 
CONDENSADO 47UF 40V 
KONDENSATOR 10NF 40V 
CONDENSADOR 10NF 40V 
DIODE 1N4148 

DIODO 'N4148 

2-DICOE Z06,8V 

DIODO ZENER Z96,8V 
DIODE 1N4148 

D'ODO !N4148 

DIODE BYX82 

DIGOC BYXB7 


Ersetzt duren Pos. 1. 
Replaced by pos. 1 
Sustituido por pos.1 


+ = 


ct! 


TANTALO Y 


TANTALUM CONDENSER 10UF 16V 
OUF 16V 

CERAMIC CONDENSER 100NF 30V 
CER. CON. 100PF F3v 

CERAMIC CONDENSER 100NF 50V 
CONDENSER 47UF 40V 
CONDENSER 10NF 40V 

DIODE 1N4148 

Z DIODE 206,8V 


DIODE 1N4:48 


DIGDE 3vx82 


Ersatzieile - Spare parts - Pieces de rechange - Repuestos 


5.3 Steuerelekt'onlk, Prlntercontroller 


Contro! elertionics PCB, Printer controller 


Plac 


vez d'électronique, Printer controller 


Seite/Page/Rigina : 05- 533.1 


Datum/Sate/Fecha: 09.89/00 
Ident-Nr./ident.no.: 7812.00.77 


rlaca electrónica de control, Placa printer-contreller 


Pos.-Nr./Bautail Bestell-Nr. 

Pos. no./Comp. Ref. no. 
D600,700,800,900 — 672138-000.6/00 
D650 672347-000.6/00 
1510 670901-034.8/00 
1510 551320-024.8/00 
1510 651320-04?. 9/00 
210 653320-042.6/60 
1$10 670900-048.8/00 
1510 653320-024.6/00 
1510 676842-000.6/00 
1510 67091)-039.8/00 
1510 670911-043.8/00 
1510 66.220-3130. 1/00 
1510 66.240-3125.1/00 
1510 66.250-3110.1/n0 
1510 67.200-3302.1/00 
1511 679756-000.6/00 


Z-DIODE BZXB5C45 43V 
DIODO ZEWER BZXBSC43 42v 
AK-EPAOM 2732 (B034) 
EPROM DE 4x 2732 (8034) 
STARTY PE 

MIKROCOMPUTER (1320-024) 
MICKOPROCES^DOR (1320-024) 
MASTERTYPE i, ES 95i 
BK-EPROM 2764 (1320-042) 
BK-EPROM 2764 (1320-042) 
MASTERTYPE HEBR. 
MIKROCOMPUTER (1329-042) 
MICROPROCESADOR (1320-042) 
MASTERTYPE HEBR. 
2K-EPROM 2716 (A046) 
2K-EPROM 2716 (A048) 
MASTER/STARTYPE, A, BA, ET 
MIKROCOMPUTER (1320-024) 
MICROPROCESADOR (1320-024) 
MASTERTYPE i, ES 95i 
MIKROCOMPUTER 97501 
MICROPROCESADOR $7501 
BK-EPROM 2764 (N039) 
EPROM DE 8K 2764 (N039) 
MASTERTYPE PLUS 
BK-EPROM 2764 (N043) 
EPROM DE 8K 2764 (N043) 
MASTERTYPE D 
MICROCOMPUTER (N043) 
MICROPROCESADOR (N043) 
MASTERTYPE D 
MIKROCOMPUTER (N039) 
MICROPROCESADOR (N039) 
MASTERTYPE PLUS 
MIKROCOMPUTER (8034) 
MICROPROCESADOR (B034) 
STARTYPE 

MIKROCOMPUTER (A048) 
MICROPROCESADOR (A048) 
MASTER/STARTYPE, A, BA, 8T 
2KXBBIT-STATIK-RAM 5517 
RAM ESTATICA 2KX8BIT 5517 


c12 


Term English 


DIODE 51296 
Z-DIODE 82X85C4? 45v 


4K EPROM 2732 (AN24) 


MICROCOMPUTER (1320-024) 


BK-EPROM 2764 (1320-042) 


MICROCOMPUTER (1320-042) 


2K-EPROM 2716 (A048) 


MICROCOMPUTER (1320-024) 


MICROCOMPUTER 97501 


8K EPROM 2764 (N039) 


8K EPROM 2764 (N043) 


MICROCOMPUTER (N04) 


MICROCOMPUTER (N039) 


MICROCOMPUTER (B234) 


MICROCOMPUTER (A048) 


2KX4 BIT STATIC RAM 5517 


Pos.-Nr./Bauteil 
Pos. no /Cump. 


1512 


1541 


1542,44,45 


1520 
O.ILLUSTR. 
O.ILLUSTR. 


O.ILLUSTR. 


O.ILLUSTR. 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Startype/Mastertype, Plus/D 
" Eiektronik/Electronics 


670925-xxx.8/0.! 


670943- xxx.8/0t 


676204-000.6/00 
676581-000.6/00 
676173-000.6/00 
875202-000.6/00 
676812-000.6/06 


$70900-042.8/00 


££.290-3115.1/03 


£7R340-000.6/00 
67820 1-000.6/00 
676203-000.6/00 
676508--000.8/Cú 
676737-000.6/00 
638104-000.£./00 
676981-670.6/00 
676986 -000.6/00 
576418-660.8/00 
1,5.250-3005. 1/00 


663234-^00.6/00 


xxx = 


Electronique/Elect: bnica 


5.3 Steuerelektronik, Printercontroller 
Control electronics PCB, Printer controller 
Plaque d'électronigue, Printer controller 
Placa elecironica ce control, Placa printer-controller 


2K-EPROM 2716 (AAXXX) 


EPROM DE 2K 2716 (AAXXX) 


MASTERTYPE PLUS 
AK-EPROM 2532 (AUXXX) 


CPROM DE 4K 2532 (AUXXX) 


MASTERTYPE D 
38'T-DECUDER 74LS138 


DECODIFICADOR DE 3 BIT 74LS138 
BFACH-BUS-TREIBER 74HC245 
EXCITADOR BUS OCTUPLE 74HC245 
47 ACH-NAND-GATTER 74LS03 
PUERTA NANO CUADRUPLE 74LS03 
AFACH-NAND-GATTER 74LS00 
PUERTA NANO CUADRUPLE ?4LSC0 q 


MIKROCOMPUTER 97400 
MICROPROCESADOR 97400 
2K-EPROM "Cie (A042) 
EPROM DE 2K 2716 (A042) 
ES 90/91/90C, 8T 
MIKROCOMPUTER (A042) 
MICROPROCESADOR (A042) 


¿S 96/91 bis Nr. 830222, 90C 


IFACH-LATCH 74L$373 
LATCH" OCTUPLE 7415373 
FACH-INVERTER 74LS04 


‚NVERSORA SEATUPLE T4LS04 
4FACH-NOR-GATTER 741502 
PUERTA NOR CUADRUPLE 74LS02 


KOMPARATOR 311 
COMPARADOR 311 
SPANNUNGSREGLER 5V 


REGULADOR DE TENSION 5V 


SCHALLGEBER 
GENERADOR ACUSTICO 
SOCKEL 40 FOLIG 
ZOCALO 40 TERMINALES 
SOCKEL 24 POLIG 
ZOCALO 24 TERMINALES 
KABEL 

CABLE 
ABSTANOSHALTER 
SEPARADOR 
POTENTIOMETEP 1KOHM 
POTENCIOMETRU IKOHM 


Siehe Software-IC-Katalog (Mikrofiche) Best.-Nr 5/99331/07 


Term English 


?K EPROM 27 6 (AAXXX) 


4K EPROM 2532 (AUXXX) 


3BIT DECODER 7415138 


BFOLO BUS ORIVER 74HC245 


4FOLD NANC GATE 74LS03 


4FOL9 NANU GATE 741500 


MICROCOMPUTER 97400 


2K EPROM 2716 (A042) 


MICROCOMPUTER (A042) 


SFOLD LATCH 74.5373 


6FOLD INVEITER 741504 


4FOLD NOR GATE 741502 


COMPARATOR 311 


VOLTAGE REGULATOR 5V 


BUZZER 


SOCKET 49 POLE 


SOCKET 24 FOLE 


CABLE 


SPACER 


POTENTIOMETER IKOHM 


See software IC catalog, ref no. 5/98800/17 


Seite/Page/Página : 05-003.2 


Datum/Date/Feca: 09.89/00 


Ident-Nr. ident.no.: 7812.00.77 


Seite/Pag: /Pigina ` 05-003 3 
Datum/Date,Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812 00.77 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startyse/Mastertype, Plus/D 


Elektronik/Electronics 


Tectronique/Electronica 


5.3 Steuerei=ktronik, Printercontroller 
Control e.ectronics PCB, Printer controller 
Plaque d'éisctronique, Printer controller 
Placa electrónica de controi, Placa printer-ccntroller 


Pos.-Nr./Bauteil 1 Benennung Deutsch Term English 

Pos. no./Comp. ` Denominacibn Espanol 

RN1,11,14 677166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY B) «OHM 
JUEGO DE RESISTENCIAS 8X10KOHM 

$14,444 562457-020.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR 20 TERMINALES 

St40 562354-003.6/00 STIFTLEISTE 3 POLIG CONNECTOR STRIP 3 POLE 
CONECTOR 3 TERMINALES 

St60 562354-004.6/00 STIFTLEISTE ^ POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

XT10,40 698510-000.6/00 QUARZ 4,0000MHZ QUARTZ 4,0000MHZ 


OSCILADOR DE CUARZO 4,0000MHZ 


C14 


Ersatzteile . Spare parts - Piéces de rechange - Repuestos 
Startype/Mestertype Plus/D 


Elektronik/Electronics Electronique/Electronica 


5.3 Steuerelektronik, Printercontroller 
Control eiectronics pcb, Printer controller 
Plaque d'électronique, Printer controller 
Placa electrónica de control, Placa prin er-controller 


[croz]icioo Ice cas 
E 


XT10 T) 
80 AY 
70 E 
oo 
oo e 
a oo 
oo 
b 00 
oo 
20 
aa EN 
E LE 


00000008 


oo 
0000000000 


B = Im L eferum:ang der Leiterplatte nicht en 
Not included in the scope of delivery of thi 
No se suministra con la placa electrónica. 


C15 


Datum/Date/Fecha: 09.89/00 
ident-Nr/iden.no. 7812.00.67 


1540 [c420 | 
1 R705 
œo A 
o o 


| 
el (e un: 
RAGS w H 
E DEN Cat dau, 
E E 


SËCH ee 


Sech ei ^ | 
=. CIO i 


SEL 


153, T530 TE 1550 Q— 
eu] [ce] (con TS91 R4.7 d WW 
000C000000 = 0000000008 —— 
=> 0090090000 e 
srot _ rrrr orro 
DD 


halten. Wor Einsendung als Austauschte:i entfernen 


> PCB. Remove before returning as an exchange assembly 
Hay que retirar la pieza antes de enviar la piaca. 
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Seite/Page/Página : 05-004 
Datum/Date/Fecha: 09.89/00 


Ident-Nr./ldent.no.: 7812.00.77 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startype 


lektronik/Electronics 


ectronique/Electrónica 


Steuerelektronik 
Control electronics FCB 
Plaque d'électrorique 

Placa electrónica de control 


MiCROP'OCESADOR 3880 


*= Ersen“ durch Pos. 1 
Resiased by pos. 1 


f.st'«do por pos.1 


c17 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no Denominación Espancı Color 
! 67.300-3150.2/00 STEUERELEKTRONIK CONTROL PCB 
PLACA ELECTRONICA DE CONTROL 
* 67.300-3150 5/00 REP.-STEUERELEKTRONIK EXCH. CONTROL PCB 
PLACA ELECTRON. CONTROL REPARADA 
* 66.230-3022.2/00 STEUERELEKTRONIK CONTROL ELECTRONICS PCB 
PLACA ELECTRONICA DE CONTROL 
* 66.250-3022.5/00 REF.-STEUERELEKTRONIK EXCH. CONTROL PCB 
PLACA ELECTRON. CONTROL REPARADA 
BASO 669710-000.6/00 LITHIUM-ZELLE 3.4V LITHIUM BATTERY 3.4V 
BATERIA DE LITIO 3.44 
C100,102,103,111 — 662441-000.6/00 KER-KONDENSATOR ¡00NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
C101,281,291,40" = 661227-006.6/00 KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONOENSADOR 2,2UF 25V 
[4111 $62452-300.6/0; — KER-KONDENSATOR INF 63V CERAMIC CONDENSER 1NF 63V 
CONDENSADOR CERAMICO INF 63V 
C120,200,210,211 — 662441-000.6/00 KER-KONDENSATOR '00NF 50V CERAMIC CONDENSER 100NF SOV 
CONDENSADOR CERAMICO INF 50V 
C214 662436-000.6/00 KER-KONDENSATOR 150PF 63 CERAMIC CONDENSER 153PF 63V 
CONDENSADOR CERAMICO 150PF 63V 
C280 661205-000.6/00 TANTAL-ELKO 10UF !6V TANTALUM CONDENSER 10UF 'óV 
CONDENSADOR ELECTROL. TANTALO 'QUF 16V 
C261,262,264 662440-000.6/00 KONDENSATOR 0,334F 50V CONDENSER 0,23UF 50V 
CONDENSADOR 0,33UF 50V 
C263,265,266 662495-000.6/00 KER-KONDENSATOR ¿,2NF 63V CERAMIC ©YNDENSER 2 2uF 63V 
CONDENSADOR CERAMICO 2,¿NF 63V 
C290,300,310,329 662441-000.6/00 KER-KONDENSATOR '00NF SOV CERAMIC CONDENSE": i00NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
C330,340,350,360 — 662441-000.6/00 KER-KONDENSATOR '00NF 50V CERAMIC CONDENSER 100NF 59V 
CONOENSADOR CERAMICO 100NF 50V ES 
C370,380,390,400 — 662441-000.6/00 KER-KONDENSATOR 100NF SOV CERAMIC CONDENSER 100NF 59V 
CONDENSADOR CERAMICO 100NF SOV 
C402,500 661227-000.6/00 KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONOENSADOR 2,2UF 25V 
C410,420,430 662441-006.6/00 KER-KONDENSATOR WONF 50V CER/.MiC M un 100NF SOV 
CONDENSADOR CERAMIC 100MF 50V k 
KA 667101-000.6/00 C-NETZWER:. 8X220P* CONDENSER FM 8X220PF 
JUEGO DE CHWENSADONES 8X220PF 
D400..407,500,502 #72100-000.6/00 DIODE 1N4148 DIOOE 1N4148 
DIODO 1N4148 
0410..417,504 5;2100-000.6/00 DIODE 1N4142 DIODE 1N4148 
DIODO 1N4':8 
1510 +76826-000.6/00 MIKROPRFZESSOR 3880 MICRO COMPJTEF 3880 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Startype 


5. Elektronik/Electronics 


iectronique 


5.4 Steuerelektronik 


lectrónica 


Control electronics PCB 


Plaque d'électronique 


Placa electrónica de control 


Pos.-Nr./Bauteil 

Pos. no./Comp. 

1510 653320-024.6/00 
1511 676123-000.6/00 
1512 676310-000.6/00 
1520 676825-000.6/00 
1521,26 676340-000.6/00 
1530 670911-030.8/00 
1530 670911-913.8/00 
1530 670911-056.8/00 
1530 670911-070.8/00 
1530 651320-028.8/00 
1530 65132%-031.8/00 
1531 670911-031.8/00 
1531 670811-014.8/00 
1531 6709: 1-057.8/00 
1531 5709: |-071.6/00 
1531 651320-029.8/00 


Benennung Deutsch 


Denominación Español 


MIKROCOMPUTER (1320-024) 


MICROPROCESADOR (1320-024' 


MASTERTYPE, E595i 
GFACH-INVERTER 7404 
INVERSORA SEXT'IPLE 7404 
D-FLIP-FLOP 7474 
FLIP-FLOP D 7474 
VO-CONTROL.ER 3881 


Sevte/Page/Pigina : 05-004.1 
Datun /Date/Fecha: 09.89/00 
Ident-N: /ide ‘ no. 7812.00.77 


Term English 
MICROCOMPUTER (1320-024) 


GFOLO INVERTER 74^" 
D FLIP FLOP 7474 


1/0 CONTROLLER 3881 


CINTROLADOR ENTRADA/SALIDA 3881 


BFACH-LATCH 74LS373 
"LATCH" OCTUPLE 7415373 
BK-EPROM 2:94 (N030) 
EPROM OE 8K “*54 'NO30) 
STARTYPZ/MIKRODIS« 
8K-EPROM 2764 (N013) 
EPROM OE 8K 2764 (11013) 
STARTYPE 

8K -EPROM 2764 (N056) 
EPROM DE 8K 2764 (NU56) 
MASTERTYPE/STARTYPE BT 
EK-EPROM 2764 (N070) 
EPROM DE 8K 2764 (N0;0) 
STARTYPE 

EK-EPROM 2764 (1320-023) 
EK-EPROM 2754 (1320-028) 
STARTYPE 

6K-EPROM 2764 (1320-031, 
6K-EPROM 2764 (1320-031) 
STARTYPE 

8K-EPROM 2764 (N031) 
EPROM DE 8K 2764 (NO31) 
STARTYPE/MIKRODISK 
SK-EPROM 2764 (N014) 
EPROM OE 8K 2764 (N014" 
STARTYPE 

BK-EPROM 2764 (N957' 
EPROM DE 8K 2764 4057) 
MASTER/STARTYPE BT 
@K-EPROM 2764 (071) 
EPROM DE ôK 2.64 (N07!) 
STARTYPE 

&K-EPROM 2764 (1320-029) 
BK-EPROM /764 (1320-029) 
STARTYPE 


C18 


BFOLO LATCH 7415373 


BK EPROM 2764 (N030) 


8K EPROM 2764 (N013) 


8K EPROM 2764 (N056) 


*K EPROM 2764 (N070) 


BX-EPROM 2764 (1320-078) 


BK-EPROM 2764 (1320-03!) 


BK FPROM 2764 (N031) 


2%. EPROM 2764 (N014) 


8K EPROM 2764 (N057) 


8K EPROM 2764 (N971) 


8K-EPROM 2764 (1320-079) 


Ersatzteile - Spare pa.;s - Pièces de rechange - Repuestos [seite/Page/Rigina : 05-004 2 


Startype 


5. Elektronik/Electronics 


lectronique/Electrónica 


5.4 Steuerelektronik 
Control electronics PCB 
Plaque d'électronique 
Placa electrónica ce control 


Ident-Nr./ldent.no.: 7812.00.77 


1532 670922-xxx.8/00 


1832 670922-841.8/00 
1532 670911-058.8/09 
1532 670912-012.8/00 
1532 651320-030.8/00 
651320-033.2/00 
1832 670912-007.8/06 
670939-xxx.8/00 
1333 670912-011.8/00 
651320-nxn.8/00 


679721 000.6/00 


676245-000.6/0: 


676281-000.6/00 


£76295-000.6/09 


xxx = 


8K-EPROM 2764 (1320-032) 
STARTYPE 

4K-EPROM 2732 (ZXXX) 
EPROM DE 4K 2732 (2302) 
STARTYPE 

AK-EPRCM 2732 (2841/842; 
EPROM DE 4K 2732 (2841,842) 
STARTYPE GFIECH. 

BK-EPROM 2754 (N058) 
EPROM DE 6K 2764 (N058 
MASTER/STARTYPE 8T 
4K-EPROM 2732 (P012) 

EPROM DE 4K 2732 (P012) 
STARTYPE/MIKRDDISK 
BK-EPROM 2754 (1320-030) 
3K-EPROM 2754 (1320-030) 
STARTYPE 

3K-EPROM 2764 (1320-033) 
3K-EPROM 2764 (1320-033: 
STARTYPE 

4K-EPROM 2732 (P007) 

EPROM DE 4K 2732 (P007) 
STARTYPE/MIKRODISK 
4K-EPROM 2732 (^QXXX) 
EPROM DE 4K 2732 (AQX? x} 
STARTYPE/MIKRODISK 
4K-EPROM 2732 (P011) 

EPROM DE 4k 2732 (P01*) 
STARTYPE 

BK-EPROM 2764 (1320-XX:!) 
EPROM DE 8K 2764 (1320-XXX) 
STARTVPE 

BK-STATIK-RAM 5565PL-1 
RAM ESTATICA 8K 5565PL- i 
1FACH-NAND-GATTER 741,30 
FUERTA NANO 741530 
3BIT-DECODER 7415138 
DECODIFICADAR DE 3 BIT "415138 
BFACH-LEITUNGSTREIBEF 740244 
EXCITADOR OCTUPLE 744.244 
2BIT-OECODER 74LS15c 
DECODIFICADOR DE 2 IT “415156 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English 
Pos. no./Comp. Ref. no. Denominación Espanoi 
1831 651320-032.8/00  8K-EPROM 2764 (1320-032) 8K-EPROM 2764 (1320-032) 


4K EPROM 2732 (ZXXX) 


AK EPROM 2732 (2641/842) 


8K EPROM 2764 (N058) 


4K EPROM 2732 (P012) 


8K-EPROM 2764 (1320-036) 


BK-EPROM 2764 (1320-033) 


4K EPROM 2732 (P007) 


4K EPROM 2732 (AQXXX) 


4K EPROM 2732 (P011) 


K EPROM 2764 (13 !0-XXX) 


8K STATIC RAM 5565PL-1 


1FOLO NANO GATE 74LS30 


3BIT DECODER 74L$135 


88US DRIVER 74C244 


28IT DECODER "4,5156 


Siehe Software-'C-Katexog (Mikrofiche) Pest fer 5/93931/07 
See software IC catalog, ref. no. 5/98800, :7 
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Seite/Page/Pigina : ()5-004.3 
Datum/Date/Fecha: 08.89/30 
Ident-Ni./ident.no.: 7812.00.77 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startype 


lektionik/Electronics 


lestronique/Electrónica 


5.4 Steuere.ektronik 
Critrol electronics PCB 
Plaque d électronique 
Placa ele:trbnica de control 


Pos.~Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. no./Comp. Ref. no. Denominacıhn Español Color 

1542 67651-000.6/00 BFACH-BUS-BUFFER 741.524 BFOLO BUS BUFFER 741524 
REGISTRO BUS OCTUPLE 741524 

1543 676170-000.6/00 4FACH-NAND-GATTER 741503 4*0LO NAND GATE 7^LS03 
PUERTA NAND CUADRUPLE 74L503 

O.ILLUSTR. 576418-560.8/00 KABEL CABLE 
CABLE 

O.ILLUSTI.. 67.032-3045.2/00 KABELBAUM CABLE HARNESS 
MANGUERA DE CABLES 

R101,112,113 $63660-320.6/00 KOSCHIWI 330 OHM 5% 1/4W CARBON RESISTOR 330 OHM 5% 1/4W 
RESISTENCIA DE CARBON 330 CHM 5% 1/4w 

R102,103,200,292 653496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 

R104,381 663682-320.6/00 KOSCHIWI 2,7KOHM 5% 1/4W CARBON RESISTOR z,7KOHM 5% 1/4W 
RESISTENCIA DE CARBON Z,7KOHM 5% 1/4w 

R110,111 663480-320.6/00 KOSCHIWI 2,2KOHM 5% 1/4W CARBON PESISTOR 2.2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 

R293,294,300,341 — 663496-320.6/00 <OSCHIWI 10KOHM 5% 1/4w CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 

R351,361,371,390 — 663496-320.6/09 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/44. 

R400..407 663442-320.6/00 KOSCHIWI 100 OHM 5% 1/4W CARSON RESISTOR 100 OHM 5% 1/4w 
RESISTENCIA DE CARBON 100 OHM 5% 1/4w 

R410,411,430,501 — 663496-320.6/00 KOSCHIWI 10KOHM 3% 1/4W CARBON RESISTOR tOKOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% */4w 

R502 663444-120.6/00 KOSCHIWI 68 OHM 5% 1/8W SARBON RESISTOR 68 OHM 5% 1/8: 
RESISTENCIA DE CARBON 68 OHM 5% 1/8w 

RN37,38 €77166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY 8X10KCHM 
JUEGO DE RESISTENCIAS .8X10KOHM 

DNA A) 677156-000.6/00 R-NETZWERK 8X5,1KOHM RESISTOR ARRAY 8X5, 1KOHM 
JUEGO DE RESISTENCIAS 8X5,1KONM 

SN40 563153-008.6/00 DIL-SCHALTER 8 POLIG DiL SWITCH 8 POLE 
CONMUTADOR “DIL” 8 TERMINALES 

$126 562354-004.8/00 STIFTLEISTE 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

$127 561800-000.6/00 FLACHSTECKER FLAT CONNECTOR 

: CONECTOR PLANO 

$128 562593-014.6/00 STIFTLEISTE 14 POLIG CONNECTOR STRIP 14 POLE 
CONECTOR 14 TERMINALES 

5129,40 562457-020.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 29 POLE 
CONECTOR 20 TERMINALES 

ou 561882-000.6/00 FLACHSTECKER FLAT CONNECTOR 
CONECTOR PLANO 

Ss 676981-000.6/00 SOCKEL 40 POLIG SOCKET 40 POLE 
ZOCALO 40 TERMINALES 

sut 676989-000.6/00 SOCKEL 28 POLIG SOCKET 28 POLE 
ZOCALO 28 TERMWALES 

xT10 698511-000.6/00 QUARZ 5,0688MHZ QUARTZ 5,0688MHZ 


OSCILADOR DE CUARZC 5,0668MHZ 


C20 


Elektronik/Electronics Electronique/Electrénica 


5.4 Steuerelektronik STARTYPE 
Control electronics pco START YPE 
Plaque d'électronique STARTYPE 
Placa electrónica de control STARTYPE 


| 7 s38 1533 


120 


1539 


1528 


of Dig cs 


ste? 


D = Im Lieferumiang der Leiterplatte nicht enthalten. Vor | 
Not included in the scope of delivery of the PCB. Remo 
No se suministra con la placa electrérica. Hay que ret 
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ve before returning as an exchange assembly. 
rar la pieza antes de enviar la placa 


insendung as Austeuschtei! entfernen. 


C22 


y 
Ersatzteilkatalog AEG 
Spare parts catalog OLYMPIA 
Catalogue de piéces de rechange 

Catálogo de Repuestos 


Mastertype, Mastertype D 
Mastertype i, ES 95, ES 95i 
Mastertype 100i, Mastertype 110i 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startvpe i, Startype 130i 
Startype 130 BEi, Startype BAi, Ai, BT 


Service Department 
e — 


Seite/Page/Pégina : 05-005 
tum/Date/Fecha: 09.89/00 
Ident-Nr./ident.no.: 7812.00.77 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Startype BT/i/130i, Mastertype Pl.s/BT 


lectronics 


ecirónica 


5.5 Printercontrollar 
Printer controller 
Printer controller 
Placa printer-controiler 


ectronique 


Pos. - Nr. / Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Rel no. Denominación. Espanol Color 
1 66.150-3315.2/09 PRINTERCONTROLLER PRINTER CONTROLLER 


PLACA PRINTER- CONTROLLER 
NUR/ONLY/SGLO ES130 
1 66.150-3315.5/00  REP.-PRINTERCONTROLLER EXCH. PRINTER CONTROLLER 
PLACA PRINTER-CONTROLLER REPARADA 
RUR/D Y /SOLO £5130i 


! 66.251-3315.2/00 PRINTERCONTROLLER PRINTER CONTROLLER 
PLACA PRINTER-CONTROLLER 
1 26.251-3315.5/00 REP. -PRINTERCON? OLLER EXCH. PRINTER CONTROLLER 
PLACA PRINTER-CONTROLLER REPARADA 
U.ILLUSTR. 676981-000.6/00 SOCKEL 40 POLIG SOCKET 40 POLE 
ZOCALO 40 TERMINALES 
Q.IL.UsTR. $7.200-3040.1/00 KUEHLKOERPER MEAT SINK 
DISIPADOR DE CALOR 
O.ILLUSTR. 563153-001.6/00 DIL-SCHALTER 1 POLIG DIL SWITCH 1 POLE 
CONMUTADOR “CIL” 
c10..12 662414-000.6/C0  KER-KONDENSATOR 2,2NF 63V CERAMIC CONDENSER 2,2NF 63V 
CONDENSADOR CERAMICO 2,2NF 63V 
C100,400,440 661227-000.6/00 KONDENSATOR 2.2GF 25V CONDENSER 2.2UF 25V 
` CONDENSADOR 2,2UF 25V 
C101, 103, 120 66244 1-000.6/00 KER-KONDENSATOR 100N7 50V CERAMIC CONDENSER 100NF SOV 
CONDENSADOR CERAMICO 100NF 50V 
C102,402 662463-000.6/00 KONOENSATOR 22NF 50V CONDENSER 22NF 50V 
CONOENSADOR 22NF SOV 
C104,105,404,405 662425-UUU.8/00 KONOENSATOR 33PF SIV CONDENSER 33PF 63V 
CONDENSACOR 33PF 63V 
213..15,600.700 662440-000.6/90 KONDENSATOR 0,33UF 50V CONDENSER 0,33L* 50V 
CONDENSADON 0,33UF 50V 
C140,150,292,203 — 662441-000.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER :00NF SOV 
CONDENSADOR CERAMIC? 100NF 50V 
C200 662951-000.6/00 ELKO 100UF Icy ELECTR. CONDENSER 100UF 10V 
CONDENSADOR ELECTROLITICO 100UF 10V 
c201 662407-000.6/00 MKT-KONDENSATOR 220NF 63V MCT CONDENSER 220NF C3V 
CONDENSADOR "MCT" 220NF 63V 
C300 661204-000.6/00 TA-KONDENSATO.. 15UF 10V CAPACITOR 15UF 10V 
CONDENSADOR TANTALO 15UF 10V 
C301,401,403,4!0 — 662441-000.6/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO !00NF 50V 
C302 662400-011.6/00 KER-KONOENSATOR 47NF 16V CERAMIC CONDENSER 47NF 16V 
CUNDENSADOR CERAMICO 4"NF 16V 
NU 66245 1-000.6/00 KONDENSATOR 0,01UF SOV CONDENSER 9,01UF 50V 


CONDENSADOR 9,0iUF 50V 
C420,430,431,50! — 652441-000.6/00 KER-KONDENSATOR 100NF SOV CERAMIC CONDENSER 100NF 50V 
CUNDENSADOR CERAMICO 109NF 50V 


5.5 Printercontroller 
Printer controller 
Printer controller 


Pes.-Nr./Bauteil 
Pos. no./Comp. 


C502 662441-000.6/00 
C503 2767-000.6/00 
C504 662482-090.6/00 
800,500 662440-000.6/00 
D130,200,30.,302 — 672100-000.6/00 
D300 672325-000.6/00 
0300 672368-000.6/00 
0500,601..608 672171-000.6/00 
0600,700,800,900 — 672138-^00.6/00 
D650 672347-000.6/00 
D701..708,801.808 — 672171-000.6/00 
D701..708,601.808 — 672171-400.6/00 
D901-908 672171-400.6/00 
D901..908 672171-000.6/C0 
1510 653320-024.6/00 
1510 670911-067.8/00 
1510 670911-068.8/00 
1510 670911-069.8/00 
1510 670911-072.8/00 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Startype BT/i/130i, Mastertype Plus/BT 


Electronique/Electrönica i 


Placa printer-controller 


KER-KONDENSATOR 100NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
KONDENSATOR 47UF 40V 
CONDENSADOR 47UF 40V 
KONDENSATOR 10NF 40V 
CONDENSADOR 10NF 40V 
KONDENSATOR 0,33UF 50V 
CONDENSADOR 0,33UF 50V 
DIODE 1N4148 

DIODO 1/4148 

Z-DIODE BZX5586V2 6,2V 
DIODO ZENER £7.X5586V2 6,2V 
2-DIODE BZX55 BiV6 5,6V 
DIODO ZENER BZX55 25V6 5,6V 
NUR/ONLY/SOLO STARTYPE 130i 
DIODE UF4001 

DIODO UF4001 

DIODE BY296 

DIODO BY296 

Z-DIODE BZX85C43 43v 

DIODO ZENER BZX85C43 43V 
DIODE UF4001 

01000 UF4001 

DIODE TFK53 

DIODO TFKS3 

DIODE TFKS3 

01000 TFKS3 

DIODE UF4001 

01000 UF4001 

MIKROCOMPUTER (1320-024) 
MICROPROCESADOR (1320-024) 
MASTERTYPE, ES 95i 
BK-EPROM 2764 (N067) 
BK-EPROM 2764 (N067) 
MASTERTYPE 

BK-EPROM 2764 (N068) 
BK-EPROM 2764 (NOG8) 
MASTERTYPE 

BK-EPROM 2764 (N069) 
8K-EPROM 2754 (N059) 
MASTERTYPE 

BK-EPROM 2764 (N072) 
8K-EPROM 2764 (N072) 
MASTERTYPE 


Seite/Page/Página ` 05-005.1 
Datum/Date/Fecha 09.89/00 
Ident-Nr./ident.no.: 7812.00.77 


Term English 


CERAMIC CONDENSER 100NF 50V 
CONDENSER 47UF 40V 
CONDENSER 10NF 40V 
CONDENSER ü,33UF 50V 

DIODE 1N4148 

Z-DIODE BZX5586V2 6,2V 


Z DIODE BZX55 85V6 Lou 


DIODE UF4001 
DIODE BY^36 
Z-DICDE 8ZX85C43 43V 
DIODE UF400! 
DIODE TFKS3 
DIODE TFKS3 
DIODE UF4001 


MICROCOMPUTER :1320-024) 


BK-EPROM 2764 (N067) 


BK-EPROM 2764 (N68) 


8K-EPROM 2764 (N963) 


8K-EPROM 2764 (N072) 


Startype BT/i/130i, Mastertype Plus/BT 
<  Elektronik/Electronizs = "m 


ectronique 


Printercontroller 
Printer controller 
Printer controller 
Placa printer-contro ler 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Seite/Page/Página : 05-005.2 


Datum/Date/Fecha: 09.69/00 


Ident-Nr./Ident.no.: 7812.00.77 


Var. - Nr. /Bauteil Bestei- Nr. Benennung Deutsch Term Engish Farba 

Pos. no./Comp. Ref. no. Denominación Espanol Color 

1510 676812-000.6/10 MIKROCOMPUTER 97400 MICROCOMPU "ER 97400 
MICROPROCESADOR 97400 

1510 651140-041.8/00 2K-EPROM 2716 (1140-041/X) 2K EPROM 2716 (1140-041/X) 
EPROM DE 2K 2716 (1140-041/x) 
ES 90/91 A, BA, BT, 130i 

1510 653140-041.6/00  MIKROCOMPUTER (1140-041) MICROCOMPUTER (110-041) 
MICROPROCESADOR (1140-041) 
ES 90/91 A, BA, BT, 130i 

1510 67.200-3302.1/00 MIKROCOMPUTER (A048) MICROCOMPUTER (A048) 
MICROPROCESADOR (A048) 
MASTER/STARTYPE A,8A,BT 

1513 676204-00(.6/00 38IT-OECODER 7415138 3BIT OECOCER 7415138 
DECODIFICADOR DE 3 BIT 74LS138 

1514 676581-000.6/00 BFACH-BUS-TREISER 74HC245 8FOL^ BUS DRIVER 74HC245 
EXCITADOR BUS OCTUPLE 74HC245 

1515 876170-000.6/00 4FACH-NAND-GATTER 74.503 4FOLO NANO GATE 741503 
PUERTA NAND CUADRUFLE 741503 

1520 676202-000.6/00 4FACH-NANO-GATTER 741.500 4FOLD NANO GATE 741500 
PUERTA NAND CHAORUPLE 741590 

1530 851520-:xx.8/0u 32K-EPküm 21256 (1520- XXX) 32K-EPROM 27256 (1520-XXX) 
32K-EPROM 27256 (1520- XXX) 
STARTYPE 130 

i340 676812-D00.6/00 MIKROCOMPUTER 97400 MICROCOMPUTER 97400 
MICROPROCESADOR 97409 

1540 670900-042.8/00 2K-EPROM 2716 (A042) 2K EPROM 2716 (A042) 
EPROM DE 2K 2716 (A042) 
ES 90/91/90C, 8T 

1540 651240-091.8/00 4K-EPROM(1240-091/X) 130,A,8A,9" 4K EPROM(1240-091/X) 130,A,BA,BT 
EPROM DE 4K 2532 (1240-091/X) 130,A,BA,BT 
£590/91 AB/WEF/DESDE 830223 

1540 653249-091.6/00 MIKROC. (240-091) 130,A,8A,8T MICROC. (1240-091) 130 A,BA,BT 
MICROPROCESADOR (1240-091) '30,4,8A,8T 
ES90/91 AB/NEF/DESDE 830223 

Ll 66.259-3115.1/03  MIKROCOMPUTER (A042) ES 90C MICROCOMPUTER (A042) ES 90C 
MICROPROCESADOR (A042) ES 90C 
ES 90/91 BIS/UP TO/HAST.830222 

154 ` 676340-000.6/00 BFACH-LATCH 7415373 BFOLD LATCH 7415373 
"LATCH" OCTUFLE 7415373 

1542 $76201-000.6/00  GFACH-INVERTER 741504 6FOLD INVERTER 74L504 
INVERSORA SEXTUPLE 741504 

1845 676:03-000 6/00 4FACH-NOR-GATTER 741502 AFOD NOR GATE 741502 
PUERTA NOR CUADRUPLE 741502 

1544 676261-000.6/00  4FACH-EX-OR-GATTER 74,586 4FOLD EX-OR GATE 74L$86 
PUERTA EX-OR CUAORUPLE 741586 

xxx = Siehe Software-IC-Katalog (Mikrofiche) Best.-Nr. 5/99931/07 


See software IC catalog, ref no. 5/98800/17 


Ercetzteile - Spare parts - Pièces de rechange - Repuestos |tte/Pase/Misina  05-005.5 
e d / 
Startype BT/i/130i, Mastertype Pius/BT mee 09.09/00 
Ident-Nr./Ident.no.: 7812.00.77 
S. Elektronik/Electronics 
`` Electronique/Electronica pi om ea 
5.5 Printercontrollar 
Frinter controller 
Printer controller | 
Placa printer-controller | 
Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. ro. Denominacibn Espanol Color 
1550 676508-000.5/00 KOMPARATOR 311 $ COMPARATOR 311 
e COMPARADOR 311 
1551 676737-000.6/00 SPANNUNGSREGLER 5V VOLTAGE REGULATOR SV 
REGULADOR DE TENSION 5V 
1560,70,80,90 676593-000.6/00 2FACH-TREIBER L298N 2FOLD DRIVER L298N 
DOBLE EXCITADOR 1298N 
LS20 4 698104-009.6/00 SCHALLGEBER BUZZER 
GENERADOR ACYSTICO 
O.ILLUSTR. 576418-660.8/00 KABEL CABLE 
CABLE 
O.ILLUSTR. 67.650-3167.1/00 KLAMMER FUER TS 60,80,90 CLIP FOR TS 60,80,90 
ABRAZADERA PARA TS 60,80,90 
R100,132,305,503  663480-320.6/00 KOSCHIWI 2,2KOHM 5% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 
R130,131,400,501 — 663672-320.6/00 KOSCHIWI IKOHM 5% 1/4W CARBON RESISTOR 1KOHM 5% 1/4w 
RESISTENCIA DE CARBON 1KOHM 5% 1/4W 
R131,133,500 663496-320.6/09 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/44 
RESISTENCIA DE CARBON 10X0HM 5% 1/4W 
R200,201,306 663674-320.6/00 KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOR 1,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON !,2KOHM 5% 1/4W 
R202 663686-320.6/00 KOSCHIWI 3,9KOHM 5% 1/4W CARBON RESISTOR 3,9KOHM 5% 1/4w 
RESISTENCIA DE CARBON 3,9KOHM 5% 1/4W 
R204 663638-320.6/00 KOSCHIWI 39 OHM 5% 1/4w -> CARBON RESISTOR 39 OHM 5% )/4w 
RESISTENCIA DE CARBON 39 OHM 5% 1/4W 
R205,303,307 ` 663480-320.6/00 KOSCHIW! 2,2KOHM 5% 1/4W CARBON RESISTOR 2,2K0HM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 
R300,302 663658-320.6/00 KOSCHIW! 270 OHM 5% 1/4W CARBON RESISTOR 270 OH 5% 1/4W 
RESISTENCIA DE CARBON 270 OHM 5% 1/4W 
R300..302 663658-320.6/00 KOSCHIWI 270 OHM 5% 1/4W CARBON RESISTOR 270 OHM 5% 1/4W 
RESISTENCIA DE CARBON 270 OHM 5% i/4w 
R304,600,700,800 663694-320.6/00 KOSCHIWI 8.2KOHM 5% 1/4W CARBON RESISTOR 8,2KOHM 5% 1/4w 
RESISTENCIA DE CARBON 8,2KOHM 5% 1/4W 
R410 663448-320.6/00 KOSCHIWI 100 OHM 5% 1/4W CARBON RESISTOR 100 OHM 5% 1/4W 
RESISTENCIA DE CARBON 100 OHM 5% 1/4W 
R504,509 663480-320.6/00 KOSCHIWI 2,2KOHM 5% i/4W CARBON RESISTOR 2,2KOHM 5% 1/4w 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4w 
R505 663275-000.6/00 WIDERSTAND 1 OHM 0,7W RESISTOR 1 OHM 0,7w 
RESISTENCIA 1 OHM 0,7w 
R506 663408-120.6/00 KOSCHIWI 2,2 OHM 5% 1/4W CARBON RESISTOR 2,2 OHM 5% “/4w 
RESISTENCIA DE CARBON 2,2 OHM 5% 1/4W 
R507 663265-000.6/00 WIDERSTAND 5,7KOHM 5% 1/3W RESISTOR 5,7KOHM $% 1/3W 
RESISTENCIA 5.7KOHM 5% 1/3W 
R508 663289-000.6/00 WIDERSTAND 2,43KO0!M 5% 1/4W RESISTOR 2,43KOHM 5% 1/4W 


RESISTENCIA 2,43KOHM 5% 1/4W 


Seite/Page/Agina : 05-005.4 


yersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startype BT/i/130i, Mastertype Plus/BT 


Tektronik/Electronics 
Tectronic> 


lectronique 


Printercontroller 
Printer controller 
Printer controller 
Placa printer-controller 


Pos.-Nr./Bauteil Bestell-Nr Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no Denominación Espanc! Color 
R510 663823-000.6/00 EINSTELLREGLER 1KOHM REGULATOR IKOHM 


POTENCIOMETRO 1KOHM 
$63704-320.6/00 KOSCHIWI 22KOHM 5% 1/4W CARBON RESISTOR 2¿X0HM 5% 1/4W 
RESISTENCIA DE CARBON 22KOHM. 5% 1/4W 
663686-320.6/00 KOSCHIWI 3,9KOHM 5% 1/4W CARBON RESISTOR 3,5KOHM 5% 1/4W 
RESISTENCIA DE CARBON 3,9KOHM 5% 1/44 
R604 663052-000.6/00 ORAHTWIDERSTAND 4,7 OHM 2W WIRE RESISTOR 4,7 CHM 2W 
RESISTENCIA BOBINADA 4,7 OHM 2v/ 


R601,701,801,901 


R602,702,802,902 


OSCILADOR DE CUARZG 4,0000MHZ 


D7 


R704,904 663032-000.6/00 WIDERSTAND 10 OHM 2W RESISTOR 10 OHM 24 
RESISTENCIA 16 OHM Aw 

R804 663053-000.6/00 DRAHTWILERSTAND 15 OHM 1,5W WIRE RESISTOR 15 04M 1,5W 
RESISTENCIA BOBINADA 15 OHM 1,5w » 

R300 663694-320.6/00 KOSCHIWI 8,2KOHM 5% 1/4W CARBON RESISTOR 8,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 8,2KOHM 5% 1/4w 

RN1,14 677166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY 8X!0KOHM 
JUEGO DE RESISTENCIAS BXIOKOHM 

su 562354-012.6/00 STIFTLEISTE 12 POLIG CONNECTOR STRIP 1: POLE 
CONECTOR 12 TERMINALES 

$110,44 562457-020.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 25 POLE 
CONECTOR 20 TERMINALES 

Su 561882-000.6/00 FLACHSTECKER FLAT CONNECTOR 
CONECTOR PLANO 

EX 562354-103.6/00 STIFTLEISTE 3 POLIG CONNECTOR :TRIP 3 POLE 
CONECTOR 3 TERMINALES 

sı60 562354-004.6/00 STIFTLEISTE 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

Ts20 675182-000.6/90 TRANSISTOR 8C337 TRANSISTOR 8633! 
TRANSISTOR 8C337 

Ts30 675 144-900.8/00 TRANSISTOR BC327 TRANSISTOR 8C327 
TRANSISTOR BC327 

Ts31..33,51,61,71 676143-000.0/00 TRANSISTOR 8C237A TRANSISTOR BC2374 
TRANSISTOR BC237A 

Ts50 675273-000.6/00 TKANSISTO? B0646 TRANSISTOR 80646 
TRANSISTOR 80646 

T60, 70,80,90 675210-000.6/00 TRANSISTOR 117125 TRANSISTOR TIP125 
TRANSISTOR TIPi?5 

Ts81,91 675143-000.6/00 TRANSISTOR 8C227A TRANSISTOR BC237A 
TRANSISTOR BC237A 

XT10,40 698510-000.6/00 QUARZ 4,0000MHZ QUARTZ 4,0000MHZ 


Ersatzteile . Spare parts - Pièces de rechange - Repuestos 
Startype BT/i/130i, Mastertype Plus/BT 


Elektronik/Electronics Electronique/Eiectrónica 


5.5 Printercontroller 
Printer contrailer 
Printer controller 
Placa printer-controller 


C103 
C430 


l | XT10 He 
3 [c109] w |(Ci04 
U 
a 


120 


gooaoonaadgogs 
0000000000 
STi4 


& = Im Lieferumfang der Leiterplatte nıcht enthal 
| Not included in the scope cf delivery of the PX 
| No sc sur^ nistra con la placa electrónica. Ha 
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ten. Vor Einsendung ais Au*iauschteil entfernen. 
`B. Remove before returning as an exchange assembly. 
y Que retirar la pieza antes oe enviar la placa. 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Stariype 130i 


5. -lektronik/Electronics 


Steuarelektronik 

Control electronics PCB 
Plaque d'électronique 

Placa electrónica de control 


lectronique/Electrónica 


"60 DE CONDENSADORES 8X220PF 


* = Ersetzt durch Pos. 1 
Rewáced ny pos. i 


Sustituido por pos.1 
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Fos.-Nr./Bauteil Sestell-Nr benennung Deutsch Term English 
Pos. no./Comp. Ff. no Denominación Espanol 
1 56.250-3336.2/00 STEUERELCKTRONIK CONTROL ELECTRONICS PC3 
PLACA ELECTRONICA DE CONTROL 
NUR/ONLY/SOLO FS 130i 
* 66.256-3336.5/00 REP.-STEUERELEKTRONIK EXCH CONTROL PCB 
PLACA ELECTRON. CONTROL REPARADA 
NUR/ONLY/SOLO ES 130; 
* 66.250-3022.2/09 STEUERELEKTAONIK CONTROL ELECTRONIC ; PCB 
PLACA ELECTRONICA DE CONTROL 
ac 66.250-3022.5/09 REP.-STEUERELEKTRONIK EXCH. CONTROL PCG 
PLACA ELECTRON. CONTROL REFARADA 
BASO 669710-000.6/00 LITHIUM-ZELLE 3.4V LITHIUM BATTERY 2.44 
BATERIA DE LITIO 3.4v 
CM 662482-000.6/00 KONDENSATOR 10NF 40V CONDENSER 'ONF 40V 
CONDENSADOR 10NF 42. 
cire 662452-000.6/00 KER-KONDENSATOR INF 63V CERAMIC CONDENSER INF 33V 
CONDENSADOR CERAMICO INF £2v 
C120,200,230,213  662441-000.6/00 KER-KONDENSATOR 100NF TUV CERAMIC CONDENSER !06NF 50V 
CONDENSADOR CERAMicO 100NF SOV 
C214,283,411 662438-090.6/00 KER-KONDENSATON 150PF 63V CERAMIC CONDENSER !50PF 63V 
CONDENSAPZ« CERAMICO 150PF 63V 
7260 661205-000.6/00 TA-ELKZ 10UF 16V TA. EL. CONDENSER 10UF 16V 
CONVEMSADOR ELECTROL. TANTALO 10UF 16V 
C264,281,462 662440-000.6/00 KONDENSATOR 0,33UF 50V CONDENSER 1),33UF 50v 
CONDENSADOR 0,33UF 50V 
c270-272 662495-"50.6/00 KER-KONDENSATOR 2.2MF S3v CERAMIC CONDENSER :,2NF 63V 
CONDTMSADOR CERAMICO 2,2NF 63V 
C280,252,290 30^ — ^,.441-000.6/00  KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER :00NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
C291 561227-000.5/00 KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONDENSADOR 2,2UF 25V 
c340.”50,360,370 — 662441-900.6/90 KER-KONDENSATOR 100NF 50V CERAMIC CONSENSER '00NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
C390,400,410,420 — 662441-000.5/00 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER MUNF 50V 
CONDENSADOR CERAMICO ‘GuNF 50V 
C480,500,510,520 = 862441-000.6/00 KER-KONDENSATOR ‘vONF 50V CERAMIC CONDENSER " ANF 50v 
CONDENSADO”. CERAMICO :00NF 50V 
C501 662428-000.6/09 KONDF*":<ATOR 33PF 63V CONDENS, J3PF 63V 
CONDENSADOR 33PF 63v 
C60,261,262 662440-000.6/%4 KONDENSATOR 0,33UF SIV CONDENSER 2,33UF 50V 
CONDENSADOR 0,33UF bm 
C61,100,101,111 £5:441-000.6/00 KER-KONDENSATOR *ZuMF 50V CERAMIC CONDENSER 190NF 50V 
CONOENSALO? ,ERAMICO 100NF 50V 
CN! 667101-000.6/00 C-NET7';c*K 8X220PF CONDENSER ARRAY 8X220PF 


Startype 130i 


5.6 Steuerelektronik 
Centrol electronics PCB 
Plaque d'électronique 
Placa electrónica de control 


Electronics 


Tectronique/Electror 


rica 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 


Term English 


Seite/Page/Pigina : 05-008.1 
Datum/Date/Fecha: 03.89/00 
Ideni-Nr./Ident.no.: 7812.00.77 


Pos.-Nr./Bauioil Bestell-Nr. 

Pos. ^o./Comp. Ref. no. 
D410-417 372100-900.6/00 
D60,400-4^7 bic 160 -uUU.6/ 00 
061 672315-000.6/00 
1510 676826-000.6/00 
1811 576123-000.6/00 
1512 67:310-000.6/00 
1520,29 1-76625-000.6/00 
1821,28 676340-000.6/00 
1530 651520-xxx.6/00 
1530 651520-146.8/00 
1536,37 679739-000.6/00 
1538 676% ,-005.6/00 
1539 676268-000.6/60 
1840 676281-000.6/00 
154 £76295-000.6/00 
1842 376521-000.6/00 
1543 676170-000.6/00 
isto 679806-000.6/00 
1551 676255-500.6/00 
ISSi 676203-000 6/00 
O.ILLUSTR. 676989-000.6/00 
0.11158 TR. 676981-000.6/00 


XXX = 


DIODE 14148 
DIODO 1N4148 
DIODE 1N4148 
DIODO iNi148 
Z-DIODE BZX55 B3VE 3,6V 


DIODO ZENER 82:555 B3V6 3,6V 


MIKROPROZESSOR 3880 
MICROPROCESADOR 3880 
GFACH-INVERTER 7404 
INVERSORA SEXTUPLE 7404 
D-FLIP-FLOP 7474 
FLIP-FLOP D 7474 
VO-CONTROLLER 3881 


CONTROLADOR ENTRADA/SALIDA 3881 


BFACH-LATCH 74LS373 
"LATCH" OCTUPLE 74L5373 


32K-EPROM 27256 (1520-XXX) 
32K-EPROM 27256 (1520-XXX) 
32K-EPRCM 27256 (1520-146/X) 
32K-FPROM 27256 (1520-146/X) 


22K-STATIK-RAM 62256P 
32*.-STATIK-RAM 62256P 


IFACH-NAND-GATTER 741530 


PUERTA NANO 74LS30 
DEMULTIPLEXER 74L$155 
DEMULTIPLEXADOR 7418155 


BRUS-LEITUNGSTREIBER 740244 
EXCITADOR BUS OCTUPLE 74C244 


2BIT-DECODER 7415156 


DECODIFICADOR DE 2 BIT 74LS156 


BFACH-BUS-BUFFER 741524 


REGISTRO BUS OCTUPLE 741524 
4FACH-NAND-GATTER 741503 
PUERTA NAND CUADRUPLE 741503 


8BIT-D-REGISTER 741.8374 
8BIT-D-REGISTER 74LS374 
4FACH-OR-GATTER 741532 


PUERTA OR CUADRUPLE 741532 


AFACH-NOR-GATTER 741502 


PUERTA NOR CUADRUPLE 741502 


SOCKEL 28 POLIG 
ZOCALO 28 TERMINALES 
SOCKEL 40 POLIG 
ZOCALO 40 TERMINALES 


Siehe Software-IC-Katalog (Mikrofiche) Best -Nr. 5/99931/07 


DIODE 1N4148 

DIODE 1N4148 

Z DIODE BZX55 83/6 3,6V 
SKO COMPUTER 3880 
GFOLD INVERTER 7404 

O FLIP-FLOP 7474 

1/9 CONTROLLER 3881 


8FOLD LATCH 74L5373 


32K-EPROM 27256 (1520- XXX) 


32K-EPROM 27256 (1520-146/X) 


32K STATIC RAM 62256P 
TFOLD NANO GATE 74LS30 
DEMULTIPLEXER 74LS155 
8BUS DRIVER 74C244 

2BIT DECODER 74L5156 
8FOLD BUS BUFFER 74LS24 
4FOLD NAND GATE 74LS03 
B3IT-D-RECISTER 74LS374 
4FOLD OR GATE 74LS32 
4FOLO NOR GATE 74LS02 
SOCKET 28: POLE 


SOCKET 40 POLE 


See software IC catalog. ref. no. 5/98800/17 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos kappen 05-00.2 
Datum/Uate/rcchz: 09.59/00 


Iden:-Nr./Ident.no. 7812.00.77 


$.0 Steuerelektronik 
Control electronics PCB 
Plaque d'électronique 
Placa electrbnica de control 


Pos.-N:./ Bauteil Bestell-Nr. Benennung Deutsch Term English F be 

Pos. no./Comp. Ref. no. Denominación Espanol color 

O.ILLUSTR. 676994-000.6/00 SOCKEL 20 POLIG F. 1550 SOCKET 20 POLE FOR 1550 
ZOCALO 20 TERMINALES PARA ¡550 

O.ILLUSTR. 576418-660.8/00 KABEL CABLE 
CABLE 

O.ILLUSTR. 67.032-3045.2/00 KABELBAUM CABLE HARNESS 
MANGUERA DE CABLFS 

Q.ILLUSTR. 90.7103-000.2/00 NACHRUESTSATZ 52X-BYTE RETROFITTINS KIT 5'K-BYTE 
KIT DE MONTAJE POSTERIOR 59K-BYTE 

R101,112,113 663660-320.6/00 KOSCHIWI 330 JHM 5% 1/4W CARBON RESISTC 330 OHM 5% 1/4W 
RESISTENCIA. DE CARBON 320 OHM 5% 1/4w 

^*02,103,105,200 — 663496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RES'STOR IPXOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 

R104,405 563682-320.6/00 KOSCHIW: 2,7KOHM 5% 1/4W CARBON «ESISTUR 2,7KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,7KONM 5% 1/4w 

R110,111 663480-320.6/00  '.OSCHIWI 2,2KOHM 5% 1/4W CARPIN PESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/.w 

R120 663672-320.6/2J KOSCHIWI IKOHM 5% 1/4W CARPON RESISTOR IKOHM 5% 1/4w 
RESISTENCIA DE CARBON IKOHM 5% «/4w 

R230,292-295,341  663496-370.8/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% 1/4w 
RESISTENCIA DE CARBON I0KOHM 3% 1/4W 

R34,35 663456-320.6/00 KOSCHIW! 10KDHM 5% 1/4w CARBON RESISTOR 10KOHM 5% 1/4w 
RESISTENCIA DE CARBON 10° JHM 5% 1/4W 

R340.350,360 663484-120.6/00 KOSCHIWI 3,3KOHM 5% 1/5v CARBON RESISTOR 3,3KOHM 5% 1/8W 
RESISTENCIA DE CARBON J,3KOHM 5% 1/8W 

R351,361,415 663496-320.6/00 KOSCHIWI 10KOHM 5% "Aw CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CAR ON 10KOHM 5% 1/4W 

R408 653656-320.6/00 KOSCHIWI 220 OHM 3% 1/4W CARBON RESISTOR 220 OHM 5% 1/4W 
RESISTENCIA DE CARBON 220 OHM 5% 1/4w 

R420,450 663496-320.6/00 KOSCHIWI 10KOFÁ 5% 1/4W CARBON RESISTOR 10KOHM 5% ,1/4w 
RESISTENCIA E CARBON 10KOHM 5% 1/4W 

REO 663689-320.6/00 KOSCHIWI 5, KOHM 5% 1/4W CARBON RESISTCR 5,1KOHM 5% 1/4w 
RESISTENC.A DE CARBON 5,1KCHM 5% 1/4W 

R52,410,414 663672-320.6/00 KOSCHIW 1KO!IM 5% 1/4W CARBON RESISTOR IKOHM 5% 1/4W 
RESISTENCIA DE CARSON IKGHM 5% 1/4W 

R61,400-407 663448-320.6/00 KOSCHIWI 100 OHM 5% 1/4W CARBON RESISTOR 100 OHM 5% 1/4w 
RESISTENCIA DE CAPBON 100 OHM 5% 1/4W 

R62 663664-320.6/00 KUSCHIWI 470 OHM 5% 1/4w CARBON RESISTOR 470 OHM 5% 1/4W 
RESISTENCIA DE CARBON 470 OHM 5% 1/4W 

RN37,38 677166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY 8X10KOHM 
JUEGO DE RESISTENCIAS 8X10KOHM 

DNA A) 677156-000.6/00 R-NETZWERK 8X5,1KOHM RESISTOR ARRAY 8X5,1KOHM 
JUEGO DE RESISTENCIAS 8X5, 1KOHM 

$12,60 563153-051.6/00 DIL-SCHALTER 1 POLIG DIL SWITCH 1 POLE 


CONMUTADOR "DIL" 1 TERMINALES 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Steuerelektronik 
Control electronics PCB 
Piaque d'électronique 

Placa electrónica de control 


5.5 


Pòs. - Nr. /Baulail Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. nu /Comp Ref. no Denominacibn Espanol Color 

SN40 565153-008.6/00 DIL-SCHALTER 8 POLIG DIL SWITCH 8 POLE 
CONMUTADOR "DIL" 8 TERMINALES 

$123 562354-012.6/00  STIFTLEISTE 12 POLIG CONNECTOR STRIP 12 POLE 
CONECTOR 12 TERMINALES 

$126 562354-004.6/00 STIFTLEISTE 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

su 561800-000.6/00 FLACHSTECKER FLAT CONNECTOR 
CONECTOR PLANO 

$128 562523-014.8/00 STIFTLEISTE 14 POLIG CONNECTOR STRIP 14 POLE 
CONECTOR 14 TERMINALES 

$129 562457-020.5/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR 20 TERMINALES 

$141 562882-000.6/00 FLACHSTECKER FLAT CONNECTOR 
CONCCTOR PLANO 

1$351,360,361,370 675143-000.6/00 TRANSISTOR BC237A TRANSISTOR BC237A 
TRANS:S TON BC237A 

ı S60 675144-000.6/00 TRANSISTOR BC327 TRANSISTOR BC3. 7 
TRANSISTOR 8C327 

Ts61,340,341,350 — 6875143-000.6/00 TRANSISTOR 8C237A TRANSISTOR BC237A 
TRANSISTOR 8C237A 

XT10 698511-000.6/00 QUARZ 5,0688MHZ QUARTZ 5,0688MHZ 


OSCILADOR OE CUARZO 5,0688MHZ 


013 


5.8 Steuerelektronik 
Control electronics pcb 
Plaque d'électron.que 
Placa electrónica de control 


T340 


=> [eos ES 


T341 


[[C340 | 1350 

U 

- Joel: 
SED à 


000000000008 


® = Im Lieferumfang $: ceicerplctte nicht enthalten. Vor Er ser 
Not ir cluded ir e scope of delivery of the PCB. Remove be 
No s Sum. * «a co’: la placa electrónica. Hay que retirer la 


Datum/Date/Fecha: 09.89/00 


~ 


‚Jung als Austauschteil entfernen. 
ore returning as an exchange assembly. 
| pieza antes de enviar la placa. 
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Seite/Page/.ägina : 05-007 
Datum/Oate/Fecha. 99.89/00 


Ident-Nr./Ident.no.: 7812.00.77 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Mastertype 100i/110; 


5. 


Elektronik/Electronics 


-lectronique/Electrónica 


Steuereiektronik 
Control electronics PCB 
Plaque d'électronique 

Placa electrónica de contrul 


DIE 


Pos.-Nr /Bauteil Bestell-Nr Benennung Deutsch Term English Farbe 
Pos. no./Comp Ref. no Denominacibn Espansı Color 
! 66.120-3326.2/00 STEUERFLCKTRONIK CONTROL ELECTRONIC” PCB 
PLACA ELECTRONICA DE CONTROL 
MASTERTYPE 100i, 110i 
1 66.120-*° 26.5/00 REP.-S"EUERELEKTRONIK EXCH. CONTRO! PCB 

PLACA ELECTRON. CONTROL REPARADA 
MASTERTYPE 100i, 110; 

BA3 662712-000.6/00 LITHIUM-ZELLE 3V LITHIUM- CELL ^V 
BATERIA DE LITIO 3V 

c1,23 662414-000.6/00 KER-KONDENSATOR 2,2NF 63V CER “MIC CONDENSER 2,2NF 63V 
CONDENSADOR CERAMICO 2,2NF 63V 

C100,11°,120,140 — 662441-000.6/00 KER-KONDENSATOR 100NF SOV SERAMIC CONDENSER lü0HF 50V 
CONDENSADOR CERAMICO 100NF 50' 

C101,112,504 662452-000.6/00 KONDENSATOR 10NF 40V CONDENSER 10NF 40V 
CONDENSADOR 10NF 40V 

cide 562428-000.6/00 KONDENSATOR 33PF 63V CONDENSER 33PF 63V 
CONDENSADOR 33PF 63V 

c'03 662437-000.6/00 KONDENSATOR 15PF 63: CONDENSER 15PF 63V 
CONDENSADOR 15PF Ev 

C104- 106,198 662451-000.6/00 KONDENSATOR 0,011 € 50V CONDENSER 9,011 say 
CONDENSADOR 9.f iUF "7. 

C109 661227-000.8/00 KONDENSATON .,2UF 264 CONDENSER 2,2UF 25V 
CONDENSADO”, 2,2ur 25V 

C11,33,150,180,190 662441-000.6/00 KER-KONDFWSATOR 100NF 50% CERAMIC CONDENSER 100NF 504 
CONDENSADOR -ERAMICO !00NF 50V 

C132 662409-000.6/00 KER-K/NDENSATOR 19NF 63V CERAMIC CONDENSER 10NF 63V 
CON”.ENSAYOR CERAMICA 10NF 63V 

C15 661204-000.6/00 T’-KONTENSATOR 15UF 10V TANTALUM CONDENSER 15UF 10v 
OMDEWSADIR TANTALO 15UF 10 

C200,300,310,400 = 562441-000.6/00 KER-KONDENSATOR 100NF SOV CERAMIC CONDENSER 15" 4F 50V 
'"GNDENSACOR CERAMICO 100NF 50V 

C210,211,220,221 — 662440-000 20. — :ONOENSATOR 0,33UF 50V CONDENSER 9,33UF EA 
CONDENSADOR 0,33UF 50V 

C230,231,240,241 — 662440 400.6/40 KONDENSATOR 2,13UF SOV CONDENSER 0,33:'.- 50V 
CONDENSADOR 0,33UF 50v 

C4-6,10,13,14,32 ` 86:440-030.6/00 KONDENSATOR 0,33UF 50V CONDENSER D :3UF 50V 
CONDENSADOR 0,3317 SOV 

C4-6,10,13,14,32  662440-000.6/00 KONDENSATOR 0,33UF 50V CCNDENSFA 033UF 50V 
CONDENSADOR “ 33UF 50V 

C401-410,501 ¿02  ¿62441-090.6/00 KER-KONDENSATOR 100NF SOV CERAMIC CONDENSEP 100NF 50V 
CONDENSADOR CERAMICO 100NF 501% 

C503 662778-011.6/00 KONDENSATOR 47UF 63V CC 4DENSER 47UF 63V 
CONDEMSADOR 47UF 63V 

cr 662756-000.6/09 AL-F.KO !0UF 40V AL. EL. CONDENSER 10UF 4fv 
CONDENSADOR ELECTROL. ALUM. 1^4F 40V 

> 


Ersatzteile - Spare par: - Pieces de rechange - bovis Dime: 95-0907: 
Mastertype 100i/110; Datum/Date/Fecha: 09.89/00 


Ident-Nr./I3ent.no.: 7812.00.77 
Liektronik/electronics 
~ETectroniqve/Electronica 


—— —Ó—M 
5.7 Steuerelsktronik 

Conire. electronics PCB 

Plaqve d'électronique 

Plara electronica de control 


Pos.-Nr sauteil Bestell-Nr. Benennung Deutsch Verm English 
Pos. m../Comp. Ret. ao. Üenominacibn Espanol 


0° 672347-000.6/00 Z-DiGU£ RZX85C43 4:V Z DIGDE 87X65C43 43V 
DIODO ZENER &ZX85C43 43V 
D10,12,32,140-147 $72105-000.6/00 DIODE 1N4148 DIODE 'N4148 
DIODO 1N4148 
011 672325-000.6/00 Z-DIODE 8ZX55B6V2 6,2V 7 DISOE BZX55B6V2 ^,2V 
DIODO ZENER BZXSSEGV2 6.2V 
D210,220,230,240 — 672138-000.6/00 DIODE BY296 DIOJE BY296 
DIODO BY296 
0211-218,221- 228 672171-000.6/00 DIODE UF4001 DIODE UF400* 
DIODO UF4001 
672375-000.6/00 Z-DIDDE BZX55 B3VE 3,6V Z DIODE àZX55 B3V6 3,6V 
DIODO ZENER BZX55 83V6 2,6V 
676369-000.6/00 BFACH-LATCH 74HC373 3f0'.0 LATCH 74HC373 
"LATCH" OCTUPLE 74HC373 
$76887-000.6/00 MIKROPROZESSOR 70008 MICROPROCESSOR 70C08 
MICROPROCESADOR 76:C08 
676581-000.6/00 BFACH-BUS-TREIBER /4HC245 BFOLD BUS DRIVER 74HC245 
EXCITADOR BUS OCTUPLE 74HC^45 
676737-000.6/00 SPANNUNGSREGLER 5V VOLTAGE REGULATOR 5% 
REGULADOR DE TENSION Sr. 
679128-000.6/00 LEITUNGSTREIBER 74FC2^« POWER DRIVER ?4HC¿44 
EXCITADOR 74HC244 
676886-002.5/00 PROG. LOGIK PAL 16.2A PROG. LOGIC PAL 16LBA 


PROG. LOGIC PAL “GLBA 
NUR/ONLY/SOLO €5100i/110i 


679143-000.6/00  4FACH-OR-GA”, TER 74HC32 4FGLD OR GATE 74HC2: 
PUERTA OR CUADRUPLE 74HC:2 

$79138-000.6/00 4FACH-ANJ-GATTER 74HC08 4FOLD-AND-GATE /4HC08 
PUERTA ANO CUADRUPLE 74'1C08 

679137-000.6/00  4FAC'.-EX-OR-CATTER 74HC86 4FOL2 EX OR „ATE 74HC86 
PUFATA EX-OR CUADRUPLE 74HCB6 

676593-000.6/90 ?-ACH-TREIBER L298N ?FO.D DRIVER L298N 
DOPLE EXCITADOR L298N 

$51520-xx«.8/^ — 32K-EPROM 27256 (1520-' XX) 32K-E' ROM 27256 (1520- XXX) 
32K-EPROM 27256 (1520-XXX) 

$79721-00 .$/00 9K-STATIK-RAM 4364 Br STATIC RAM 4364 
RAM ESTATICA 8K 436: 

67637"-000.6/00 D-FLIP-FLOP 74HC377 D FLIP FLOP 74HC377 
FLIP-FLOP D 74HC377 

6 6508-004.6/00 KOMPARATOR 311 COMPARATOR 311 
COMPARACOR 311 

676989-000.6/00 SOCKEL 28 POLIG SOCKET 23 POLE 


ZOCALO 28 TERMIMALES 


xxx = Siehe Sof'ware-1C-Katalog (Mikroficne) Best Nr 5/99931/37 
See sofware IC, catalog. ref. no. 5/98800/17 
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Ersatzteila - Spare part: - Pieces de rechange - Pepuestos 


Mastertype 130i/110i 


Elekt'onik/Electronics 
lez tronique/Electronica 


Steusrelektronik 


control electronics PCB 


Plaque d'électrorique 


Placa electrónica de control 


Pos.-Nr./Baute I Besteli-Nr. 
Pos. no./Comp Ref. no. 


O.ILLUSTR. 676888-000.6/0% 
O.ILLUSTR. 67.200-3046. 1/00 
O.ILLUSTR. 67.650-3167. 1/00 
R1,15,16 663558-320.6/00 
5.100 663720-310.6/0C 
R102 663682-320.6/0C 
R11 663674-320.6/0C 
R111...114 663440-120.6/00 
R121-128,141-148  663440-120.6/00 
R130 663685-270.6/00 
R14,2210,220,23)  663694-320.6/00 
R181,191 663440- 125.6/00 
R194,301,400,5)] — 663672-220.6/00 
R212,222,232,242 — 663686-320.6/00 
R231,241 663704-320.6/02 
R240 663694-320.6/00 
R51,35,103, 104/107 663495-320.6/00 
R32,101,151,19)3  663672-320.6/00 
R33, 105,106 663448-370.6/00 
R34 €6336/-320.6/00 
R504 663480-320.6/00 


663275-000.6/00 


Benennung Deutsch 


Denominacitn Espanc. 


SOCKEL 64 POLI. 

ZOCALO 64 TERMINALES 
KUEHLKOERPE 4 

DISIPADOR D: CALOR = 
KLAMMER FUER TS 60,80,90 
ABRAZADFAA PARA TS 60,80,90 
KOSCHIW! 270 JHM 5% 1/4w 


'Datum/Date/Ferña. 09.89/00 


Term English 


SOCKET 64 POLc 
HEAT SINK 
CLIP FOR TS 60,80,90 


CARSON RESISTOR 270 OHM 5% 1/4w 


RESISTENCIA DE CARBON 270 OHM 5% 1/4w 


KOSCH'WI 100r. 5% 1/4w 


CARBON RESISTOR 100K 5% 1/4w 


RESISTENCIA DF CARBON 100K 5% 1/4W 


KOSCHIWI 2,7KOHM 5% 1/4W 


CARBON RESISTOR 2,7KOHM 5% 1/4w 


RESISTENCIA DE CARBON 2,7KOHM 5% 1/4W 


KCSCHIWI 1,2KOHM 5% 1/4W 


CARBON RESISTOR 1,2KOHM 5% i/4W 


PESISTENCIA DE CARBON 1,2KOHM 5% 1/4w 


KOSCHIWI 47 OHM 5% 1/4W 


CARBON RESISTOR 47 OHM 3% 1/4W 


RESISTENCIA DE CARBON 47 OHM 5% 1/4W 


KOSCHIWI 47 OHM 5% 1/5W 


CARBON RESISTOR 47 OHM 5% 1/3W 


RESISTENCIA DE CARBON 47 OHM 5% 1/8W 


KOSCHIWI 5,1KOHM 5% 1/4W 


CARBON RESISTOR 5,1KOHM 5% 1/4W 


RESISTENCIA DE CARBON 5,1KOHM 5% 1/4W 


KOSTHIWI B,2KOHM 5% 1/4W 


CARBON RESISTOR 8,2K04M 5% 1/4w 


RESISTENCIA CF CARBON 8,2KOHM 5% 1/4W 


KOSCHIWI 47 CHM 5% i/8w 


CARBON RESISTOR “/ OHM 5% 1/8w 


RESISTENCIA DE CARBON 4? OHM 5% '/8w 


KOSCHIWI IKOHM 5% 1/4W 


CARBUN RESISTIR IKOHM 5% 1/4W 


RESISTENCIA DE CARBON IKCHM 5% 1/4W 


KOSCHIWI 3,9KCHM 5% 1/4W 


CARBON RESISTOR 3,9KOHM 5% 1/4w 


RESISTENCIA DE CARBON 3,9KOHM £% 1/4W 


KOSCHIWI 22KCHM 5% 1/4w 


CARBON RESISTOR 22KOHM 5% 1/4W 


RESISTENCIA DE CARBON 22KOHM 5% 1/44 


KOSCHIWI 8,2KOHM 5% 1/4W 


C4RBON RESISTOR 8,2KOHM 5% 1/4w 


RESISTENCIA DE CARBON 8,2KOHM SY 1/4W 


KOSCHIWI TOKOHM 5% 1/4w 


CARBON RESISTOR 'ÜKOHM 5% 1/4W 


RESISTENCIA DE CARBON 10K0H*. 5% 1/4W 


KOSCHIW! TKOHM 5% 1/4W 


CARBON RESISTOR IKOHM 5% 1/4W 


RESISTENCIA DE CARBON IK HM 5% 1/4W 


KOSCHIWI 100 OHM 5% 1⁄* wW 


CARBON RESISTOR 100 OHM 5% 1/4W 


RESISTENCIA DE CARBO’ 100 OHM 5% 1/4w 


KOSCHIWI 470 OHM 5% 1/4W 


CARBON RESISTOR 470 OHM 5% 1/4w 


RESISTENCIA DE C^3BON 470 OHM 5% 1/4W 


KOSCHIW! 2,2KOHN 5% 1/4W 


CARBON RESISTOR 2,2KOHM 5% 1/4w 


RESISTENCIA D. CARBON 2,2KOHM 5% 1/4W 


WIDERSTAND 1 OHM 0,7W 
RESISTENC.A 1 OHM 0,7W 


RESISTOR 1 OHM 0,7w 


Seile/Page/Fágina ` 25-007.2 
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Seite/Page/Pigina ` 05-007.3 
Datum/Date/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812.60.77 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Mastertype 100i/*10i 


lektronik/Electronics E 
Electranique/Electronica 
Steserelsktronik 


Control electronics PCB 
Plaque d'électronique 


xT! 


Placa electrónica de control 


TRANSISTIR 90646 


RESONATOR 5,07 MHZ 
OSCILADOR DE CUARZO 5.07MHZ 
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RESONATOR 5,27 MHZ 


<as.-Nr./Bautuil Bestell-Nr. Benennung Deutsch. Term English Farbe 

Pos no./Comp. Ref. no. Denorunacıtn F-panci Color 

R506 663408-120.6/00 WIDERSTA4D 2,2 OHM 5% 1/4W RESISTOR 2,2 OHM 5% 1/4w 
RESISTFNC.A DE CARBON 2,2 OWM 5% 1/4w 

R507 663285-0006/00 WIDERSTAND 5,7KOHM 1/3W RESISTOR 5,” OHM 1/3W 
RESISTENCIA 5,7KOHM 5% 1/3W 

R508 663263-000.6/00 WIDERSTAND 2,43KOHM 1/5W RESISTC® 2,4IKOHM 1/5w 
RESISTENCIA 2,43KOHM 5% 1/4W 

R$10 $63934-000.8/t. POTENTIOMETER IKOHM PCT: NTIOMETER IKOHM 
POTEACIOMETRO IKOHM 

RN10, 12,40 677166-05.6/00 R-NETZWERK BX10KOHM ‚ESISTOR ARRAY 8X10KOHM 
NEGO `. RESISTENCIAS SXIOKOüPM 

RN14 67715a-u00 2/00  &-NETZWERK 8X5, 1KGHM RESISTOF ARRAY BX5,!KOHM 
JUEGO DE RESISTENCIAS 8X5. JHM 

RN15 £/;170-000.6/00 R-NETZWERK 8X1KOHM RESISTOR ARRAY BXIKOHM 
JUEGO DE RESISTENCIAS © .1KOHM 

814,5 56:153-001.6/00 DIL-SCHALTER 1 POLIG DIL SWITCH 1 FOLE 
CONMUTADOR "OIL" * (ERMINALES 

sc 69/ 110-006 6/00 SCHALLGEBER BUZZER 
GENERADOR 461" ICO 

DO 56:333-004 6/00 STIFTLEISTE 4 "OLIE CONNECTOR STRIP 4 PCLE 
CONECTOR 4 ¿ERMINALES 

st, 56:458-012.6/00 STIFTLEIST. 12 POLIG CONNECTOR STRIP 12 POL. 
CONECT. 4 12 TERMINALES 

st13 56,593-614.8/00  STIFT: cISTE 14 POLIG CONNECTOR STRIP 14 POLE 
CON. CTOR 14 TERMINALES 

se 56'800-007.6/00 ^ ACHSTECKER FLA" CONNECTOR 
CONECTOR PLANC 

Su 56 662-000.6/0 FLACHSTECKER FLAT CONNECTOR 
CONECTOR PLANO 

544,10, 14 56::457-07:.6/00 STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR ¿0 TERMINALE! 

fn 56248 -003.6/00 STIFTLEISTE 3 POLIG CONNECTOR STRIP 3 POLE 
CONECTOR 3 TERMINALES 

5160 5/7468-004.(/50 STIFTLEISTE 2 POLIG CONNECTOR STRIP 2 POLE 
CONECTOR 2 TERMINALES 

T$10-12,14,20,2^ — 675143-090.6/00 TRANSISTOR 8C237/. TRANSISTOR 8C237A 
TRANSISTOR BC2?;A 

7513,32 67:144-000.5/00 TRANSISTOR 860327 TRANSISTOR BC327 
TRANSISTOR 80327 

TS21,7 25,27 675210-000./00 TRANSISTOR TIP125 TRANSISTOR TIP125 
TRANSISTOR Tır?2% 

T: 4.26.51.53,55 67%143-000.6/00 TRANSISTOR 8C257A TRANSISTOR 8C237A 
TRANSISTOR BLZITA 

Tss0 675273-200.6/80 TRANSISTOR B0646 TRANSISTOR 80646 


Mastertype 100i/110i 


Elektronik/Electronics 


Electronique/Electrónica 


5.7 Steuerelektronik 
Control electronics pcb 
Plaque d'électronique 
Placa electrónica de control 


D = |m Lieferumfang der Leite 
Not included in the scope « 
No se suministra con la pl 
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Datum/Date/Focta: 09.89/00 
Ident.-Nr./Ident no 7812.00.67 
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platte nicht enthalten. Vor Einsencung als Austauschteil entfernen 
d de ivery of tne PCB. Remove before returning as an exchange assembly 
aca electrónica. Hay que retirar la pieza antes de enviar la placa. 
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5. 


lectronique 


Steueretektronik 
Cantro! 
Plaque d'électronique 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Mastertype 120i 


Elektronik/Electronics 


Suite/Page/Pigna : 05-008 
Datum/Date/Fecha: 09.89/60 
Ident-Nr./ident no.: 7812.00.77 


lectrónica 


slectronics PCB 


Flace electrónica de control 


Pas Mr /82 Lei 
Pos. no /Comp. 


Bestell-Nr, 
Ref. no 


Benennung Deutsch Term English Farbe 
Denominación Espanol Color 
STEUERELEKTRONIK CONTROL ELECTRONICS PCB 


BAS 

C101,112,132,504 

C102 

C103 

C105, 106, 108,121 

C109 

C130,150, :60,209 

c15 

C210 211,220.27: 
230,231,240,241 

C300,310,400,401 

C33,100,110,120 

C4-6,10,13,14,32 

C407,408 501,502 

C503 

C510,511 

07,133 


01 


66. 140-3361.2/00 


66. 140-3381.5/00 


659712-000.6/00 
662482-000.6/00 
662428-090.5/00 
662437-n05 6/90 
662451-911.6/00 
6F1205-000.6/00 
66244* -000.6/00 
66 1204-000.6/00 
662440-000.6/0û 
662440-000.6/00 
562441-000.6/90 
662441-009.6/00 
662440-000.6/00 
66244 1-000.6/00 
66244 1-000.6/00 
662778-011.6/00 
662441-000.6/00 
562755- 000.6/00 


672347-000.6/00 


PLACA ELECTRONICA DE CONTROL 

MASTERTYPE 120i 

REP.-STEUERELEKTRONIK EXCH. CONTROL PCB 
PLACA ELECTRON CONTROL REPA*.ADA 

MASTERTYPE 120i 


LITHIUM-ZELLE 3V .LITHIUM-CELL Jv 

BATERIA GE LITIO 3V 

KONDENSATOR 10NF 40V CONDENSER 10NF 40V 
CONDENSAC, 1 10NF 40V 

KONDENSATOR 33PF 63V CONDENSER 33PF 63V 
CONDENSADOR 33PF 63V 

KONDENSATOR 15PF 63V CONDENSER 15PF 63V 
CONOENSACOR 15PF 63V 

KERKO 100PF 63V CER. CON. 100PF 63V 
"ONDENSADOR CERAMICO 100PF 63V 

TA-ELKO 10UF 16V TA. EL. CONDENSER 10UF 16V 
CONDENSADOR ELECTROL. TANTALO 10UF 16: 

KER-KONDENSATOR 100NF SOV CERAMIC CONDENSER 100HfF SOV 
CONDENSADOR CERAMICO !00NF 50V 

TA-KONDENSATOR 15UF 10V TANTALUM CONDENSER 15UF 10V 
CONDENSADOR TANTALO 15UF 10V 

KONDENSATOR 0,23UF 50V CONDENSER 0,:3UF 50V 
CONDENSADOR 0,33UF 50V 

KONDENSATOR 0,334F 50V CONDENSER 0,23UF 5üV 
CONDENSAOOF 0,33U* 50V 

KER-KONDENSATOR WONF 50V CERAMIC CONDENSER 1000F 50V 
CONDENSADOR CERAMI^O 100NF 50V 

XER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100MF SOV 
CONDENSADOR CERAMICL 100NF 50V 

KONDENSATOR 0,33UF 50V CONDENSER 0,33UF SOV 
CONDENSACOR 0,33UF 50V 

KER-KONDENSA;OR 100NF ¿y CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICC 102NF 50V 

KER-KONDENSATOR ïG0NF 50 / CERAMIC CONBENSER 100NF 50V 
CONDENSADOR CERAMICO 100Nf 50V 

AL-ELKO 47UF 63V AL. FL. CONDENSER 47UF 63V 
CONDENSADOR ELECTROL. ALUM 47UF 63V 

KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO !00NF 59V 

AL-ELKO 10UF 48V AL. EL. CONDENSER 10UF 40V 
CONDENSADOR ELECTROL. ALUM. 10UF 40V 

Z-DIODE BZX85C43 43V Z DIODE BZX65C43 43V 


DIODO ZENER BZR85C43 43V 


5.8 Steuerelektronik 
Contro! electronics PCB 
Plaque d'électronique 
Placa electrónica de control 


Pos.-Nr./Bautei' Bestell-Nr. Benennung Deutsch 
Pos. no./Comp. Ref. no. Denominacion Espanol 


010,32,140...147 — 672100-000.6/00 DIODE 1N4148 
DIODO 1114148 
Di: 672325-000.6/00 Z-DIODE 8ZX55B6V2 6,2V 
DIODO ZENER BZX5586V2 6,2V 
D210,220,230,240 — 672136-000.6/0) DIODE BY296 
DIODO BY296 
D211-218,221-228 672:71-409.6/00 DIODE TFKS3 
DIODO TFK53 
0231-238,241-248 672171-490.6/90 DIODE TFKS3 
01000 TFK53 


033 672375-000.6/00 Z-DIODE BZX5* 83V6 3,6V 
MODO ZENER 8ZX55 B3V6 3,6V 

0500 672171-400.6/00 DINDE TFKS3 
DIODO TFK53 

isir $16309-000.6/00 BFACH-LATCH 74HC373 
“LATCH” OCTUPLE 74HC373 

1512 676541-000.6/00 8FACH-B'!S-TREIBER 74HC245 
EXCITADO? BUS OCTUPLE 74HC245 

1513 676373-000.6/00 0-FLIP-FLOF 74HC377 
FLIP-FLOP D /48C377 

1$14,40 679128-000.6/00 LEITUNGSTREIBER 74HC244 
EXCITADOR 74HCc44 

1515 676866-010.8/06 PROG. LOGIK PAL 15L8A 


PROG. LOGIC PAL 16LAA 
NUR/ONLY/SOLO ESi20. 

1516 676886-011.8/00 PROG. LOGIK PAL 16L8A 
PROG. LOGIC PAL ICL8A 
NUR/ONLY/SOLO ES120: 

1520 679137-000.6/00 4FACH-EX-OR-GATTER 74HC86 
PUERTA EX-OR CUADR'PLE 74Hc 86 

1$21,22,23,24 676593-000.6/00 2FACH-TREIBER L298N 
EXCITADOR DOBLE L2SAN 


1530 651520-xxx.8/00 32K-EPROM 27256 (1520-XXXi 
MASTERTYPE 120i 
1531 679721-000.6/00 8K-STATIK-RAM 4364 
RAM ESTATICA 5K 4364 
1550 676508-000.6/00 KOMPARATOR 211 
COMPARADOR 311 
1551 676737-000.6/00 SPANNUNGSREGLER 5V 
REGULADOR DE TENSION SV 
O.ILLUSTR. 676888-000.6/00 SOCKEL 64 POLIG 
ZOCALO 64 TERIMINALES 
O.ILLUSTR. 676989-000.6/00 SOCKEL 28 POLIG 


ZOCALO 28 TERMINALES 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


=` xxx = Siehe Software-IC-Katalog (Mikrotiche) Best.-Nr. 5,99931/07 
See software IC catalog, ref. no. 5/98800/17 


Datum/Date/Fecha: 69.89/00 
ent Nr (dent ng. 7812.00.77 


ST Electronique/Electronica 


Term English Farbe 


DIODE 1N4148 


Z DIODE BZX5586V2 6,24 


DIODE BY296 


DIDDE TFK53 


DIODE TFK53 


Z DIODE BZX55 B3VE 3,6V 


DIODE TFK53 


BFOLD LATCH 74HC373 


8FOLD BUS DRIVER 74HC245 


D FLIP FLOP 74HC377 


'OWER DRIVER 74HC244 


PROG. LOGIC PAL 16L8A 


PROG. LOGIC PAL 16L8A 


4FOLD EX OR GATE 74HC86 


2FOLD DRIVER L298N 


32K-EPROM 27256 (1520- XXX) 


BK STATIC RAM 4364 


COMPAPATOR 311 


VOLTAGE KEGULATOR SV 


SOCKET 64 FAL" 


SOCKET 28 POLE 


Ersatzteile - Spare parts - Pieces de rechange - 
Mastertype 120i 


5. lektronik/Electronics 
“lectronique/Electrönica 


5.8 Steuerelektronik 
Control electronics PCB 
Plaque d'électronique 
Placa elec:rónica de control 


Bestell-Nr. 
Ref. no. 


Pos.-Nr.; Bavteil 
Pos. no./Comp. 


Benennung Oeutsch 


Denominación Espanc! 


810,12 401,503,504 663480-320.6/90 KOSCHIWI 2,£KOHM 5% 1/4W 


Repuestos 


Seite/Page/Migina : 05-008.2 | 
Datum/Date/Fecha: 09.89/00 


ldent-Nr./Ident.no.. 7812.00.77 


CARBON SESISTOR 2,2K0HM 5% 1/4w 


RESISTENCIA DE CARBON 2,2K0HM 5% 1/44 


CARBON RESISTOR 2,7KOHM 5% 1/4w 


R102 663682-320.6/00 KGECHIWI 2,7KOHM 5% ./4w 
RESISTENCIA DE CARBON 2,7KOHM 5% 1/4W 
RI €°3656-320.6/00  KOSCHIWI zz? OHM 5% La 


CARBON RESISTOR 220 OHM 5% 1/4w 


RESISTENCIA Ge CARBON 2.0 OHM 5% 1/4 


R111-114,125-128 6634'2-120.6/00 KOSCHIWI 47 OMM 5% 1/4w 


RESISTOR 47 OHM 5% 1/4w 


RESISTENCIA oc CARBON 47 LHM 54 1/4W 


CARBUN RESISTOR 270 OHM 5% 1/4w 
CARBON RESISTOR S,1KOHIA 5% 1/4w 
RESISTOR 47 OHM 5% 1/4w 

CARBON RESISTOR 47 OHM 5% 1/8w 


CARBON RESISTOR 1KOHM 5% 1/4w 


CARSON RESISTOR 8,2KOHM 5% 1/4W 


CARSON RESISTOR 22KOHM 5% 1/4W 


CARBON RESISTOR 3,9KOHM 5% 1/4W 


WIRE RESISTOR 4,7 OHM 2w 


RESISTOR 10 OKM 2w 


WIRE RESISTOR 15 OHM 1,5W 


CARBON RESISTOR 100 OHM 5% 1/4w 
CARBON RES!STOR 190 OHM 5% 1/4W 
CARBON RESISTOR 470 GHM 5% 1/4w 
CARBON RESISTOR IKOHM 5% 1,4w 
RESISTOR 1 OHM 0,7W 

RESISTOR 2,2 CHM 5% 1/4w 


RESISTGH 5,7KCHM 1/3W 


Ri2,14 663656-320.6/00 KOSC'HWI 270 OHM 5% 1/4W 

RESISTENCIA DE CARBON 270 OHM 5% 1/4w 
R130 §63583-320.5/00 KOSCHIWI 5,1KOHM 5% 1/4W 

RESISTENCIA DE CARBON K. ix OHM 5% 1/4w 
R141..148 66:4440-120.6/0C KOSCHIW! 47 OHM 5% 1/4w 

RESISTENCIA DE CARBON 47 OHM 5% 1/4w 
R181,191 663446-120.6/00 OSCHIWI 47 OHM 5% 1/8W 

RESISTENCIA DE CARBON 47 OHM 5% 1/0W 
»2,32,101,151,161 663672-320.6/00 KOSCHIWI IKOHM 5% 1/4W 

RESISTENCIA DE CARBON 1KOHM 5% 1/4W 
R216,220,230,240 — 663694-320.6/0? KOSCHIWi B,2KOHM 5% 1/4W 

RESISTENZIA OE CARBON 3,2KOHM 5% 1/4W 
R211,221,231,241 — 663704-320.6/00 KOSCHIWI Z2KOHM 5% 1/4W 

RESISTENCIA DE CARBON 22KOHM 5% :/4W 
R212,222,232,242 = 663686-320.6/00 KOSCHIWI 3,3KOHM 5% 1/4W 

RESISTENCIA DE CARBON 3,3:0HM 5% 1/4W 
R213 663052-000.6/00 DRAKTWIDERSTAND 4,7 OHM Zw 

RESISTENCIA BOBINADA 4,7 OHM 2W 
R223,243 663032 -000.6/00 WIDERSTAND 10 OHM Zw 

RESISTENCIA 10 OHM 4w 
R233 663053-000.6/00 DRAHTWIDERSTAND 15 OHM 1,5w 

RESISTENCIA BOBINADA 15 OHM 1 SW 
R310 663448-320.6/00 KOSCHIWI 100 OHM 5% 1/4w 

RESISTENCIA DE CARBON 100 (4M 5% 1/4w 
R33,105,106,120  663448-320.6/00 KOSCHIWI 100 OHM 5% 1/4 

RESISTENCIA DE CARBON 100 OHM 5% 1/4w 
R34,110 663664-320.6/00 KOSCHIWI 470 OHM 5% 1/4W 

RESISTENCIA DE CARBON 470 OHM 5% Lu 
R400,501 663672-520.6/00 KOSCHIWI IKOHM 5% 1/4W 

RESISTENCIA DE CARSON 1KOHM 5% 1/4w 
R505 663275-000.6/00 WIDERSTAND 1 OHM 0,7W 

RESISTENCIA 1 OHM 0,7W 
R506 ¿63408-120.6/05 WIDERSTAND 2,2 "HM 5% 1/4w 

RESISTENCIA 2,2 OHM 5% 1/4W 
#507 663285-:20.6/00 WIDERSTAND 5,7KOHM 1/3w 


RESISTENCIA £,7KOHM 5% 1/3W 


krsatzteile - Spare parts - Pièces de rechange - Repuestos 
l'iastertype 120i 


S Elektronik/Électronics 
" Électronique/tlectrônica 


Steuerelektronik 
Control electronics PCB 
Piague d'électronique 

Placa electrónica de control 


Pa: Mr /Sayteil 
fos. no./Como. 


Benennung Dautsch 
Denominacibn Espanol 


#508 WIDERSTAND 2,43KGMM :/5W RESISTOR 2,43K0HM 1/5W 
RESISTENCIA 2,43KOHf 5% 1/4W 

WD KOSCHIWI 2,2KOHM 5% 1/4w CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 

Fle 663934-J00.6/00 POTENTIOMETER 1KOHM POTENTIOMETER 1KOHM 
POTENCIOMETRO 1KOHM 

WN10,11,12,13,40 — 6,7166-000.6/00 R-NETZWERK BXIOKOHM RESISTOR ARRAY 8X10KONM 
JUEGO DE RESISTENCIAS 8X10KO0HM 

LN TM 677:56-000.6/00 R-NETZWERK 8X5,1KOHM RESISTOR ARRAY RX5,'KOHM 
MEGO DE RESISTENCIAS 6X5, 1KOHM 

NN15,16 677170-000.6/00 R-NETZWERK 8XIKOHM RES-STOR ARRAY BXIKOMM 
JUEGO DE RESISTENCIAS BXIKOHM 

D 555153-201.6/00 DIL-SCHALTER 1 POLIG V. SWITCH 1 POLE 
CONMUTADOR "DIL" | TERMINALES 

54,5 563153-062.6/90 — DIL-SCHALTER 2 POLIG OIL SWITCH 2 POLE 
CONMUTADOR “DIL” 2 TERMINALES 

iG? 698110-000.6/00  SCHALLGEBER BUZZER 
GENE? ADOR ACUSTICO 

DU 562468-012.6/00 STIFTLEISTE 12 POLIG CONNECTOR STRIP 12 POLE 
CONECTOR "2 TERMINALES 

DA 562468-204.6/00 STIFTLEISTE 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

EAR 562593-014.6/09 ¿TIFTLEISTE 14 POLIS CONNECTOR STRIP 14 POLE 
CONECTOR 14 TERMINA! Z3 

DAD 562468-003.6/00 STIFTLEISTE 3 POLIG CONNECTOR STRIP 3 POLE 
CONECTOR 3 TERMINALES 

$14,16,14 562457-020.6/00 STIFTLEISTE 20 POLG CONNECTOR STRIP 2U POLE 
CONECTOR 20 TERMINALES 

E 562468-103.6/00 STIFTLEISTE 3 POLIG CONNECTOR STRIP 3 POLE 
CONECTOR 3 TERBUNALES 

st60 562468-004.6/00 ETIFTLEISTE 2 P^LIG CONNECTOR STR 2 POLE 
CONECTOR ? TENMINALES 

7510,14,20,22,4 — $75143-000.6/00 TRANSISTOR 68237A TRANSISTOR 8C227A 
TRANSISTOR 8c237A 

7811,32 675144-000.6/00 TRANSISTOR 8C327 TRANSISTOR BC327 
TRANS!STC^ 8C327 

T821,23,25.27 675210-000.6/00 TRANSISTOR TIP125 TRANSISTOR TIP125 
TRANSIS “OR TIP125 

T526,31,33.51 675143-000.6/00 TRANSIRTOR 8C237A TRANSISTOR BCZ37A 
TRANS'STOR BC237A 

TS50 675273-000.6/00 TRANSSTOR 80646 TRANSISTOR B0646 
TRANSISTOR 80646 

xTi 698533-011.5/00 RESORATOR 5,07 MHZ RESONATOR 5,07 MHZ 


OSCILADOR DE CUARZO 5,07 MHZ 


Term Enghith 


Eiektronik/Eiectronics  Eiectronique/Electrbnica 


5.8 Steuerelektronik 
Contro! electronics PCB 
Plaque d'électronique 
Placa electrónica de control 
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R310 
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D Im Lielerumfar q der 


Not included in the se 
No se suministro con 


DatumiDatefFecha: 99.89/00 
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Leiterplatte nicht enthalten. Vor Emsendung als Austausch'eil entfernen. 
ope of delivery of the PCB. Remove before returning as an exchange assembly. 
la placa elecırönica. Hay que retirar ia pieza antes de enviar la placa. 
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Ersatzteilkatalog | AEG 
Spare parts catalog 

Catalogue de piéces de rechange 
Catálogo de Repuestos 


Mastertype i, ES 95, ES 95i 
Mastertype 100i, Mastertype 110i 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startype i, Startype 130i 


Mastertype, Mastertype D 
Startype 130 BEi, Startype BAi, Ai, BT 


Service Department 


E1 


5.0  Varteilerplatte 
Distributor PCB 


Platine de liaison 
Placa electronica de 


Pos.-Nr./ Bauteil 
Pos. no./Comp. 


ist 

152 
R1,3,31,35,104,107 
STI 

DO 

De 


DA 


Sesteli- Nr. 
Rei. no. 


66.220-3012.2/00 


661227-000.6/00 


676246-000.6/00 


Seite/Page/Aigina : 05-009 
Datum/Date/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812.00.77 


Benewnung Deutsch Term English Farbe 
Denominación Ispanol Color 
VERT EL ERPLATTE DISTRIBUTOR PCB 
PLACA ELECTRONICA DE DISTRIBUICION 
KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
TONDENSADOR 2,2UF 25V 
MULTIPLEXER 74.5157 MULTIPLEXER 74LS157 
MULTIPLEXADOR 74,8157 
BFACH-BUS-BUFFER /4LS24 BFOLD BUS BUFFER 74.824 
REGISTRO BUS OCTUPLE 74LS24 
KOSCHIWI TOKOHM 5% 1/4 CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON !ÜKOHM 5% 1/4%4 
STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR 20 TERMINALES 
KABELBAUM CABLE HARNESS 
MANGUERA DE CABLES 
STIFTLEISTE 14 POLIG CONNECTOR STRIP 14 POLE 
CONECTOR 14 TERMINALES 
STIFTLEISTF 4 POLIG CONNECTOR STRIP 4 POLE 
CONECTOR 4 TERMINALES 

- 
D 


Ersatzteile. - Spare parts - Pieces de rechange - Repuestos 
Mastertype D 
E. Elektronik/Electronics Ge 


5.9 Verteilerplatte 
Distributor PCB 
Platine de liaison 
Placa electrónica de distribución 
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Seite/Page/Rígina : 05-009 
Usium/Date/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812.00.77 


Anzeigen/Disrlays 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Anzeigen 

Displays 

Indicateurs 

Display 
Pos.-Nr./Bauteil Bestell-Nr 
Pos. no./Comp Ref. no 

1 90.7087-020.2/00 

1 30.7087-000.5/00 

2 90.7086-000.2/00 

2 90.7086-000.5/00 

* 2 30.7102-000.2/00 
* 2 90.7102-000.5/00 

3 $6 250-3080.2/00 
181 £53320-043.6/00 
181 676812-000.6/00 
EM 670901-045.8/00 
151 676842-000.6/00 
151 $70911-028.8/00 
151 551320-043.8/00 
[iE : 551320-047.6/00 
151 66.220-3105. 1/00 
EA 56.25N-3140. 1/00 


Benennung Deutsch Term Engsh 


Oenominacibn Espanol 


DISPLAY 20 STELLEN DISPLAY 20 DIGITS 

DISPLAY 20 DIGITOS 

MASTERTYPE D, 110; 

REP.-DISPLAY 20 STELLEN EXCHANGE DISPLAY 26 DIGITS 
DISPLAY REPARADO 20 DIGITOS 

MASTERTYPE D, 110; 

DISPLAY 40 STELLEN DISPLAY 40 DIGITS 

DISPLAY 40 DIGITOS 

STARTYPE, 130i, ES 120 

REP.-DISPLAY 40 STELLEN EXCHANGE DISPLAY 40 DIGITS 
DISPLAY REPARADO +0 DIGITOS 

STARTYPE, 130i, ES 120 

DISPLAY 40 STELLIG M. POTI DISPLAY 49 DIGITS WIT^: POT. 
DISPLAY 40 DIGITOS CON POTENCIOMETRU 

NUR/ONLY/SOLO ES 110i - 130: 

REP.-DISPLAY 40 STELLIG POTI EXCH. DISPLAY 40 GiGiTS POT. 
DISPLAY REPARADO 40 DIGITOS POTENCIOMETRO 

NUR/ONLY/SOLO ES 110i - 130i 


FLACHLEITER FUER DISPLAY FLAT CABLE FOR DISPLAY 
MANGUERA PLANA PARA DISPLAY 
MiKROCOMPUTER (1320-043) MICROCOMPUTER (1320-043) 


MICROPROCESADOR (1320-043) 
STARTYPE ARABISCH 


MIKROCOMPUTER 97400 MICROCOMPUTER 97400 
MICROPROCESADOR 97400 
AK-EPROM 2732 (8045) 4K EPROM 2732 (0^45) 


EPROM DE 4K 2732 (8945) 
MASTERTYPE D, STARTYPE 


MIKROCOMPUTER 37501 MICROCOMPUTER 97501 
MICROPROCESADOR 97501 
BK-EPROM 2764 (N028) 8K EPROM 2764 (N025) 


EPROM DE 8K 2764 (N028; 

STARTYPE i, 130i, MASTERTYPE D 

BK-EPROM 2764 (1320-043/XX) 8K EPROM 2764 (:1320-043/XX) 
EPROM DE 8K 2764 (1520-043/XX) 

STARTYPE A, BAi 

MIKROCOMPUTER MICROCOMPUTER 
MICROPROCESADOR 

NUR/ONLY/SOLO ES 130i 

MIKROCOMPUTER MICROCOMPUTER 
MICPOPROCESADOR 

MASTERTYPE G, STARTYPE 

MIKROCOMPUTER (N028) MIKKGCOMPUTER (N028) 
MICROPROCESADOR (N028) 

STARTYPE, 130i, MASTERTYPE D 


* = Tastatur schwenkbar 
Pivoting keyboard 
Teciado ınchnable 


Datum/Date/Fecha: 09.89/00 
Ident-Nr./Ident.no.: 7812.00.67 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startyne/Mestariype 


Anzeigen 
Displays 
Indicateurs 
Display 


XTAL! 


193 


e = Im Lieferumfang der Leiterplatte nicht enthalten. Vor Einsendung als Austauschteil entfernen 
Not included in the scope of delivery of the PCB. Remove before retur ung as an exchange assembly 
No se suministra con la placa electrónica. Hay que retirar ia pieza antes de enviar la placa 


8. Tastatur 


Keyboard 
Clavier 
Teclado 
Pos.- Nr. /Bassteil Besteh-Nr. 
Pos. n3./Comp. . n6. 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 


Benennung Deutsch 
Denominacıbn Espanol 


Term English 


Seite/Page/Rigina 08-001 


Datum.'Date/Fecha: 09.89/00 
Ident-Nr./ident.no.: 7812.00.67 


1 66.220-4022. 1/00 
' 66.220-4022.1/03 
! 66.240-4052.1/00 
! 56.240-4052. 1/02 
1 66.250-4051 1/00 
! 66.250-4051.1/02 
! 66.250-4082. 1/00 
1 66.250-4052.1/02 
2 671229-000.6/00 
3 66.163-9101.2/00 
3 66.161-9101.5/00 
3 66. 164-9101.2/00 
3 66.164-9101.5/00 
3 66. 165-9101.2/00 
3 66. 165-9101.5/08 
3 66. 166-9101. 2/06, 


DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
MASTERTYPE PLUS BT 

DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
MASTERTYPE PLUS BT 

DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
STARTYPE 

DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
STARTYPE 

DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
STARTYPE 3T 

DECKEL FUER UNTERPROGRAMM 
CUBIERTA PARA SUBPROGRAMA 
STARTYPE BT 

LED GRUEN 

LEO VERDE 

TASTATUR TXXX MASTERTYPE D 
TECLADO TXXX MASTERTYPE D 
REP.-TASTATUR T/XX 
TECLADO REPARADO TXXX 
MASTERTYPE O 

TASTATUR T850 CON/FR 
TECLADO T850 CON/FR 
MASTERTYPE D 
REP.-TASTATUR T850 CON/FR 
TECLADO REPARADO T850 CON/FR 
MASTERTYPE D 

TASTATUR T798 USA/CON 
TECLADY T758 USA/CON 
MASTERTYPE D 
REP.-TASTATUR T798 USA/CON 


TECLADO REPARADO T798 USA/CDN 


MASTERTYPE D 
TASTATUR TXXX MASTERT. PLUS 


TECLADO TXXX MASTERTYPE PLUS 


COVER FOR SUBPROGRAM 


COVER FOR SUBPROGRAM 


COVER FOR SUBPROGRAM 


COVER FOR SUBPROGRAM 


COVER FOR SUB-PROGRAM 


COVER FOR SUB-F-10GRAM 


COVER FOR SUBPROGRAM 


COVER FOR SUBFROGRAM 


LED GREEN 


KEYBOARD KXXX MASTERTYPE D 


EXCH. KEYBOARD KXXX 


KEYBOARD K850 CON/FR 


EXCH. KEYBOARD K850 CON/FR 


KEYBOARD K798 USA/CON 


EXCH. KEYBOAKO K798 USA/CON 


KEYBOARD KXXX MASTERT. PLUS 


TXXX = Zusätzliche Angaben der Tastaturvorlagen-Nr. erforderlich, s. Kapitel 8.6 
la this case it is necessary to quote the keyboard sheet no ¡see chapter 8.6) 
Es necesario indicar adicionaimente el n° de hoja de teclado, véase cap. 8.6 


Farhschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code seuleurs vow chapitre 30 - Codigo de colores véase capitulo 30 


E7 


F314 


F313 


F314 


F313 


F314 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


Seite/Page/Pigina : 08-001.1 
Datum/Date/Fecha: 09.39/00 
Ideni-N:./ident.no.: 7812.00.67 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Tastatur 
Keyboard 


Clavier 
Teclado 
Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no Denominacibn Espanol Color 
3 66.166-9101.5/00 REP.-TASTATUR TXXR EXCH. KEYBOAR) KXXX F206 


TECLADO REPARADO TXXX 
MASTERTYPE PLUS 

3 66.167-9101.2/00 TASTATUR T850 CON/FR KEYBOARD K850 CON/FR F296 
TECLADO T850 CON/FR 
MASTERTYPE PLUS 

3 66.167-9101.5/00 REP.-TASTATUR T850 CON/FR EXCH. KEYBOARU K850 CDN/FR F296 
TECLADO REPARADO T850 CON/FR 
MASTERTYPE PLUS 

3 §6.168-9101.2/00 TASTATUR T798 USA/CDN KEYBOARD K798 USA/CON F296 
TECLADO T798 USA/CDN 
MASTERTYPE PLUS 

3 £6.168-9101.5/00 REP.-TASTATUR T798 USA/CON EXCH. KEYBOAR( K798 USA/CON F296 
TECLADO REPARADO T798 USA/CON 
MASTERTYPE PLUS 

A 66.169-9101.2/00 TASTATUR T841 GR-FR/GR-LAT KEYBOARO K841 GR-FR/GR-LAT F296 
TECLADO T841 GR-FR/GR-LAT 
MASTERTYPE PLUS 

3 66.169-9101.5/00 REP.-TAST. T841 GR-FR/GR-LAT EXCH. KEYB. K8*1 GR-FR/GR-LA” F296 
TECLADO REPARADO 1641 GR-FR/GR-LAT 
MASTERTYPE PLUS 

3 66.170-9101.2/00 TASTATUR T654 ANGLO-UNI/HEBR. KEYBOARD K654 ANGLO-UNI/HEB 4 F296 
TECLADO T654 ANGLO-UNI/HEBR. 
MASTERTYPE PLUS 

3 66.170-9101.5/00 REP.-TAST. T654 ANLO-UNI/HEB. EXCH. KEYB. K654 ANGLO-UNI/HKB. F296 
TECLADO REPARADO T654 ANGLO-UNI/HEBR. 
MASTERTYPE PLUS 


3 66.173-9101.2/00 TASTATUR TXXX MASTERTYPE | KEYBOARD KXX> MASTERTYPE | F296 
TECLADO TXXX MASTERTYPE I 
3 66.173-9101.5/00 REP.-TASTATUR TXXX EXCH. KEYBOARE KAXX F296 


TECLADO REPARADO TXXX 
MASTERTYPE | 
3 66.174-9101.2/00 TASTATUR T805 SIAM/ENGLISCH KEYBOARD K805 SIAM/ENGLISH F296 
TECLADO T805 SIAMESE/INGLES 
MASTERTYPE BT 
3 66.174-9101.5/00 REP.-TASTATUR T805 SIAM/ENGL. EXCH. KEYBOARC K805 SIAM/ENGL. F296 
TECLADO REPARADO T805 SIAMESE/INGLES 
MASTERTYPE BT 
3 66.185-9101.2/00 TASTATUR T863 ARABISCH/ENGL KEYBOARD K863 ARABIC/ENGLISH F296 
TECLADO T863 ARABE/INGLES 
MASTERTYPE 8A 
3 66.185-9101.5/00 REP.-TASTATUR T863 ARAB/ENGL. EXCH. KEYBOARD K863 ARAB/ENGL. F296 
TECLADO REPARADO T863 ARABE/iNGL" ` 
MASTERTYPE BA 
TXXX = Zusätzliche Angaben der Tastaturvorlagen-Nr. erforderlich, s Kapitel 8.6 
In this case it is necessary to quote the keyboard sheet no. (see chapter 8.6) 
Es necesario indicar adicionalmente el n* de hoja de teclado. véase cap 8.3 


H 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


8.1 Tastatur 
Keyboard 
Clavier 
Teclado 


Pes.-Nr. Bauteil Bestell-Nr. Benennung Ceutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominzcibn Espanol Color 

3 66.186-9101.2/00 TASTATUR TXXX STARTYPE KEYBOARD KXXX STARTYPE F296 
TECLADO TXXX STARTYPE 

3 66.186-9101.5/00 REP.-TASTATUR TXXX EXCH. KEYBOARD KXXX F296 
TECLADO REPARADG TXXX 
STARTYPE 

3 66.187-9101.2/00 TASTATUR T850 CON/FR XE“BOARD K850 CON/FR F296 
TECLADO T850 CON/FR 
STARTYPE 

3 66.187-9,01.5/00 REP.-TASTATUR T450 CON/FR EXCH. KEYBOARD K850 CON/FR F296 
TECLADO PEPARAUO T850 CON/FR 
STARTYPF. 

3 66.188-9101.2700 TASTATUR T798 USA/CDN KEYBOARD K798 USA/CON F296 
TECLADO T728 USA/CDN 
STARTYPE 

3 66.198-9101.5/00 RE?.-TASTATUR T798 USA/CON EXCH. KEYBOARD K798 USA/CDN F296 
TECLADO REPARADO 1798 USA/CON 
STARTYPE 

3 66.189-9101.2/00 ~ASTATUR TXXX STARTYPE I KEYBOARD KXXX STARTYPE 1 F296 
TECLADO TXXX STARTYPE | 

3 66.189-9101.5 00 REP.-TASTATUR TXXX EXCH. KEYBOARD KXXX F296 
TECLADO REPARADO TXXX 
STARTYPE 1 

3 66.190-9101.2/00 TASTATUR T841 GR-FR/GR-LAY KEYBOARD K841 GR-FR/GR-LAT F296 
TECLADO T841 GR-FR/GR-LAT 
STARTYPE 

3 66.190-9131.5/00 REP.-TAST. T841 GR-FR/GR-LAT EXCH. KEYB. T841 GR-FR/GR-LAT F296 
TECLADO REPARADO T841 GR-FR/GR-LAT 
STARTYPE 

3 66.191-9101.2/00 TASTATUR T805 SIAM/ENGLISCH KEYBOARD K805 SIAM/ENGLIS!; F296 
TECLADO T805 SIAMESE/INGLES 
STARTYPE 8T 

3 66 191-9101.5/00 REP.-TASTATUR T805 SIAM/ENGL. EXCH. KEYSOAPU K805 SIAM/ENGL. F296 
TECLADO REPARADO T805 SIAMESE/INGLES 
STARTYPE 8T 

3 66.196-9101.2/00 TASTATUR T863 ARABISCH/ENGL. K^ Y6QARO K863 ARABIC/ENGL. F296 
TECLADO T863 ARABE/INGLES 
STARTYPE BA 

3 66.125-9101.5/00 REP.-TASTATUR T863 ARAB/ENGL. EXCH. KEYBOARD K8E3 ARAB/ENGL. F296 
TECLADO REPARADO T863 ARABE/INGLES 
STARTYPE BA 

3 66.197-9191.2/00 TASTATUR T863 ARABISCH KEYBOARD K863 ARABIC F296 
TECLADO T863 ARABE 
MASTERTYPE A 

TXXX = Zusätzliche Angaben der Tastaturvorlagen-Nr. erforderlich, s Kapitel 8.6 


In this case it is necessary to quote the keyboard sheet no. (see chapter 3.6) 
Es necesario indicar adicionalmente el n? de hoja de teciado, véase cap. 8.6 


Farbschlüssel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


Ersatzteile - Spare parts - Pièces de rechange - — en 
Stertype/Mes $ vatum/Date/Fecha: 09.89/00 


Ment-Nr./Ident.nc.: 7812.00.67| 
astatur/Keyboarc — 


8.1 Tastatur 


Keyboard 

Clavier 

Teclado 
Pas.-Nr /Sarten Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos -u./Comp. Ref no. Denominacibr. Español Color 


3 66.157-9101.5/00 REP.-TASTATUR T863 ARABISCH EXCH. KEYBOARD K863 ARABIC F296 
TECLADO REPARADO T863 ARABE 
MASTERTYPE A 


2 66.198-9101.2/00 TASTATUR T863 ARABISCH KEYBOARD K863 ARABIC F296 
TECLADO T863 ARABE 
STARTYPE À 

3 66.198-9101.5/00 REP.-TASTATUR T863 ARABISCH EXCH KEY3DARD K863 ARABIC F296 
TECLADO REPARADO TBEZ ARABE 
STARTYPE A 

4 87.001-6076.1/00 RUECKFUEHRHEBEL USA RETURN LEVEL USA 
PALANCA DE RETORNO USA 

5 87.001-6044.2/00 TASTENKN.DW-RUECKFUEHRUNG KEYTOP PRINTER RETURN F304 
TECLA RETORNO DE UNIDAD IMFRESORA 

5 87.001-6044.2/03 TASTENKN.DW-RUECKFUEHRUNG KEYTOP PRINTER RETURN F296 
TECLA RETORNO GE UNIDAD IMPRESORA 

6 66.250-4023.2/00 STELLSCHALTER SELECTOR SWITCH F313 


INTERRUPTOR-SELECTOR 
ES 90, 90 1, D, 91, 91 ! 
6 66250-4023.2/02 STELLSCHALTER SELECTOR SWITCH F332 
INTERRUPTOR-SELECTOR 
ES 90, 90 1, O, 91, 91 i 


6 66.252-4023.2/00 STELLSCHALTER ARABISCH SELECTOR SWITCH ARABIC FINS 
INTERRUPTOR- SELECTOR ARABE 

6 66.252-4023.2/91 STELLSCHALTER ARABISCH SELECTOR SWITCH ARABIC F332 
INTERRUPTOR-SELECTOR ARABE 

7 67.010-4131.1/70 STELLSCHALTER-KNOPF SELECTOR SWTICH KNOB F313 
BOTON DE INTERRUPTOR-SELECTOR 

i 67.010-4131.1/,? STELLSCHALTER-KNOPF SELECTOR SWTICH KNOB F314 
BOTON DE INTERRUPTOR-SELECTOR 

8 66.200-4024.2/00 STELLSCHALTER SELECTOR SWITCH F313 


V'TERRUPTCR-SELECTOR 
ES 90, ES 90 I, ES 95, ES 951 

8 66.200-4024.2/03 STE. LSCHALTER SELECTOR SWITCH F332 
INTENAUPTOR-SELECTOR 
ES 90, ES S0 I, ES 95, ES 95i 

8 66.220-4024.2/00 STELLSLMALTER SELECTOR SWITCH F313 
INTERRUP Of-SELECTOR 
MASTERTY°E D 

8 66.220-4024.2/01 STELLSCHALTER SELECTOR SWITCH F332 
INTERRUPTOR SELECTOR 
MASTERTYPE i 

8 66.250-4024.2/00 STELLSCHALTER SELECTOR SWITCH F313 
INTERRUPTOR-SELSCTOR 
STARTYPE, START ‘PE | 


Farbschlussel siehe Kapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de co'ores véase capitulo 30 


E10 


hd 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 


Startype/Maste/type 


/*age/Rágina : 08-001.4 
'ate/Fecha: 09.89/00 
Ident-Nr. IdenL.no.: 7812.00.67 


8.1 Tastatur 


Keyboard 
Clavier 
Teclado 
Pos. -Nr./Bautsil Besteli-Nr. Berennung Deutsch Term English Farbe 
Pos. na./Comp Ref. no. Derominacibn Espanol Color 
8 »6.250-4024.2/03 STELLSCHALTER SELECTOR SWITCH F332 
INTERRUPTOR-SELECTOR 
STARTYPE, STARTYPE 1 
3 024108-060.6/00 ZYLINDERBLECHSCHRAUBE SELF-CUTTING SCREW 
TORNILLO CILINDRICO PARA CHAPA 
10 035105-000.6/00 ZAHNSCHEIBE TOOTHED LOCK WASHER 
ARANDELA DENTADA 
n 87.001-6046 1/00 LEERTASTENANSTEUERUNG SPACEBAF ORIVE 
CONTROL DE BARRA ESPACIADORA 
12 67.001-4111.'/^) HEBEL LEVER 
PALANCA 
3 47.001-6029.1/41  ABSCHIRMBLECH COVER PLATE 
CHAPA AISLANTE 9 
14 6:.001-4309.1/00 FUEHRUNGSHUELSE GUIDE SLEEVE 
CASQUILLO-GUIA a 
15 66.200-4012.1/00 TASTENSCHALTER MITSUMI KEY SWITCH MITSUMI F118 
CONTACTO DE TECLA "MITSUMI" 
15 66.200-4212.1/00 TASTENSCHALTER MARQUARDT KEY SWITCH MARQUARDT Full 
CONTACTO DE TECLA "MARQUARDT" 
15 66.200-4212.1/02 TASTENSCHALTER MARQUARDT KEY SWITCH MARGUARDT Fn 
CONTACTO DE TECLA "MARQUARDT" 
16 66.200-4020.1/00 KAPPE CAP F296 
TAPA 
16 56.200-4020.1/04 KAPPE CAP F332 
TAPA 
"1 571221-000.6/00 LEO GRUFN LED GREEN 
LED VEROE 
18 67.166-1186.1/70 BLINDKAPPE DUMMY CAF r313 
TAPA CIEGA 
19 55.220-4014 1/00 BLINDKAPPE DUMMY CAP r3 
TAPA CIEGA 
19 66 279-4014. 1/01 BLINOKAPPE DUMMY CAP F314 
TAPA CIEGA 
66.220-4018.1/99 SLINDKAPPE DUMMY CAP F313 
TAFA CIEGA 
66.220-4018.1 01 BLINDKAPPE DUMMY CAP F314 
TAPA CIEGA 
n 66.200-4033.2/00 FLACHKABEL FLAT CABLE 
MANGUERA PLANA 
2 4864:8-000.6/00 ORUCKFEDER COMPRESSION SPRING 
MUELLE PRESIONADOR 
O.ILLUSTR, 56.280-4021.1/00 AUFNAHME FUER LED RECEPTACLE FOR LED 


SOPORTE PARA LED 


Ferbschlüssel sehe Kartei 30 - Color code see chapter 39 
Code couleurs vor chapitre 30 - Codigo de co'vres véase capitulo 30 
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Seite/Page/R 08-001 
Ident-Nr./Ident.no. 7812.00.€7 
.  Tastatur/Keyboard 


Clavier/Teclado 


8.1 Tastatur 
Keyboard 
Clavier 
Teclado 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Startype/Mastertype 


o 
wo 


17 H w 15 K 319 AL 
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Seite/Page/Rigina : 08-002 
Datum/Dale/Fecha: 09.89/00 


Ident-Nr./Ident.no.: 7812.00.67 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


8.2 Leiterplatte Tastatur 
PCB keyboard 
Circuit imprimé clavier 
Placa electrónica teclado 


Pos.-Nr. / Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. no./Comp. Ref. no. Denominación Espanol 

ci 662452-000.6/09 KER-KONOENSATOR INF 63V CERAMIC CONDENSER iNF 63V 
CONDENSADOR CERAMICO INF 63V 

c2 661227-000.6/00 KONDENSATOR 2,2UF 25V CONOENSER 2,2UF 25V 
CONDENSADOR 2,2UF 25V 

D1..99,801..803 672100-000.6/00 DIODE 1N4148 DIODE 1N4148 
DIODO 1N4148 

0100 672114-000.6/00 DIODE 1N4002 DIODE 1N4002 
DIODO 1N4002 

D812,813,821. 823 672100-000.6/00 DIODE 1N4148 DIODE 1N4148 
DIODO 1N4148 

D831..834 672100-000.6/00 DIODE 1N4148 DIODE 1N4148 
DIODO 1N4148 

1s! 676164-000.6/00 4BIT-DECODER 7415154 ABIT DECODER 74L$154 
DECODIFICADOR DE 4 BIT 74LS154 

152 676576-000.6/00 LED-TREIBER 5481 N LED-ORIVER 5481 N 
EXCITADOR LED 5481N 

R12 663454-120.6/00 KOSCHIWI 130 OHM 5% 1/8W CARBON RESISTOR 180 OHM 5% 1/8W 
RESISTENCIA DE CARBON 180 OHM 5% 1/8W 

83,7 663698-320.6/00 KOSCHIWI 12KOHM 5% 1/4w CARBON RESISTOR i2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 12KOHM 5% 1/4W 

Ra 663674-320.6/00 KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOR 1,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 1,2KOHM 5% 1/4w ° 

R5,6 663660-320.6/00 KOSCHIWI 330 OHM 5% 1/4w CARBON RESISTOR 330 OHM 5% 1/4w 
RESISTENCIA DE CARBON 330 OHM 5% 1/4w 

Stl 562583-020.6/00  STIFTLEISTE 20 POLIG CONNECTOR STRIP 20 POLE 
CONECTOR 20 TERMINALES 

Ts! 575144-000.6/00 TRANSISTOR BC327 TRANSISTOR BC327 


TRANSISTOR BC327 


El3 


AA 


= fie 


Seite/Page/R : 06-002 
Datum/Date/Fech». 09.89/00 


Ident-Nr./Ident.nc.: 7612.00.67 


Ersatzteile - Spare parts - dicces de rechange - Repuestos 
Startype/Mastertype 


A Tastatur/Keyboe.d 


8.2 Leltsrstatte Tastatur 
PCe keyboard 
ircui 


E14 


8.3 Funktlonstastenknöpte 
Function keytops 
Boutons des touches de fonction 
Teclas d^ función 


Pos.-Nr./Bauteil 
Pos. no /Comp. 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 


Sete/Page gna 


08-603 
Datum/Date/f «^a: 09.89/00 
ident-Nr./idem..no. 7812.00.€ 


st 


67.001-4034. 1/60 


67.001-4034. 1/64 


§7.030-4034. 1/60 


67.030-403«. 1/62 


67.033-4034. 1/60 


87.033-4035. 1/61 


67.053-4034.1/60 


67.053-4034. 1/61 


8/.001-6043.2/00 


87.001-6043.2/02 


87.001-6048.2/00 


87.001-6048.2/01 


67.001-4030. 1/60 


67.001-4030.1'62 


67.033-4030.'/60 


67.523-4050. 1/61 


51.001-4033. 1/60 


87.001-4033. 1/64 


67. 167-4034. 1/60 


87.167-4034. 1/61 


87.001-6844 2/00 


87.001-6044 2/03 


TASTENKN. TAB INTERNATIONAL 
TECLA TAB INTERNACIONAL 
TASTENKN. TAB INTERNATIONAL 
TECLA TAB INTERNACIONAL 
TASTENKNOPF TAB INTERNAT. 
TECLA TAB INTERNACIONAL 
TASTENKNOPF TAB INTERNAT 
TECLA TAB INTERNACIONAL 
TASTENKNOPF TAB USA 

TECLA TAB USA 

TASTENKNOPF TAB USA 

TECLA TAB USA 

TASTENKNOPF TAB SA 

TECLA TAB USA 

TASTENKNOPF TAB USA 

TECLA TAB USA 


UMSCHAL , FESTS" cLLER INTERNAT. 


KEYTOP TAB '4TERNATIONAL 


KEYTOP TB INTERNATIONAL 


KEYT'P TAB INTERNATIONAL 


K:YTOP TAB INTERNATIONAL 


KEYTOP TAB USA 


KEYTOP TAB USA 


KEYTOP TAB USA 


KEYTOP TAB USA 


SHIFT LOCK INTERNATICNAL 


TECLA FIJAMA* USCULAS INTERNACIONAL 


UMSCHALTFESTSTELLER INTERNAT. 


SHIFT LOCK INTERNATIONAL 


TECLA FIJAMAYUSCULAS INTERNACIONAL 


UMSCHA! MFESTSTELLER USA 
TECLA FIJAMAYUSCULAS USA 
UMS HALTCESTSTELLER USA 
TFCLA FIJAMAYUSCULAS USA 
/ASTENKN. UMSCHALT. INTERN. 


TECLA MAYUSCULAS ¡NTERNACIONAL 


TASTENKN. UMSCHALT. INTERN. 
TECLA SELECTOR INTERNACIONAL 
TASTENKNOPF UMSCHALTUNG USA 
TECLA MAYUSCULAS USA 
TASTENKNOPF UMSCHALTUNG USA 
TECLA CONMUTACION USA 
TASTENKN. UMSCHALT. INTERN. 


TECLA MAYUSCULAS INTERNACIONAL 


TASTENKN. UMSCHALT. INTERN. 
TECLA SELECTOR INTERNACIONAL 
TASTENKN. UMSCHALT. USA 
TECLA MAYUSCULAS USA 
TASTENKN. UMSCHALT. USA 
TECLA SELECTOR USA 
TASTENKN. DW-RUECKFUEHR. INT. 


TECLA DE RETORNO INTERNACIONAL 


TASTENKN. DW-RUECKFUEHR. INT. 


SHIFT LOCK USA 


SHIFT LOCK USA 


KEYTOP SHIFT INTERNATIONAL 


KEYTOP SHIFT INTERNATIONAL 


KEYTOP SHIFT USA 


KEYTCP SHIFT USA 


KEYTOP SHIFT INTERNATIONAL 


KEYTOP SHIFT INTERNATIONAL 


KEYTOP SHIFT USA 


KEYTOP SHIFT USA 


KEYTOP RETURN INTERNATIONAL 


KEYTOP RETURN INTFANATIONAL 


TECLA RETORNO DE UNIDAD IMPRESORA INTERN. 


Far*schiüssel sehe Kapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 20 
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Function keytops 
Boutons des touches de fonction 
Teclas de func'ón 


Pos.-Nr./Bauteil 
Pos. ns./Comp. 


lieste';- Nr. 
Ref no 


Benennung Deutsen 
Denaminac:on Español 


Ersstzteile - Spare parts - Pièc#s de rechange - Repuestos [Seite Ieper : 08-003.) 


Startype/Mastertype 


Tavier/Teclado 


Datam/Date/Fechz. 09.89/00 


ident-Nr.^iden'.no.: 7812.00.67 


8.3  Funktionstastenknórfe 


55 


55 


57 


57 


57 


57 


57 


57 


47.001-604',.1/00 
87.001-6/77.2/00 
87.001-6077.2/01 
73.46-3104.1/60 
73416-5104. 1/51 
*3.418-3101.1/60 
73.418-3101.1/61 
67 J01-4038.1/€0 
67.001-4038.*/62 
67.200-#445.1/00 
67.:00-4045.1/01 
73.4:7-3104.1/60 
13.417-3104.1/62 
73.419-3101.1/60 
73.419-3101. 1/65 
66.200-4044 1/00 
66.290- :044.1/02 
67 :00-4032.1/00 
67.205-4032.1/01 
73.205-2121.1/60 
73.205-3121.1/61 


73.415-3101.1/60 


TASTENKN. DW-RUECKFUEHR. YSA 


KEYTOP RETURN USA 


TECLA PETORNO DE UNIDAD IMPRESORA USA 
TASTENKN. OW-RUECKFUFARG CON KEYTOP RETURN Erw 
TECLA RETORNO DE UNIDAD IMPRESORA CON 
TASTENKN. DW-RUECAFUFARG. CON KEYTOP RETURN CON 
TECLA RETORNO DE UN'DAD IMPRESORA CON 


TASTENKNOPF USA 

TECLA USA 

TASTENKNOFF USA 

TECLA US 

TASTEMANOPF INTERNATIONAL 
TELLA NTERNACIONAL 
TASTENKNOPF INTERHATICNAL 
TECLA [INTERNACIONAL 
TASTENKNOPF F. KORREKTUR 
TECLA PARA CORRECCION 
TASTENKNOPF F. KORREK . UR 
TECLA PARA CORRECCIGN 
TASTENKNOPF F. KOSREKTUR 
TECLA >ARA CORRECCION 
TASTENKNOPF F. KORREKTUR 
TECLA PARA CORRECCION 
TASTENKNC?F RELOCATE USA 
TECLA "FzLOCATE" USA 
TASTE! KNOPF RELOCATE USA 
TESI « “RELOCATE” USA 
TASTENKNOPF RELOCATE INTERN. 


"ECLA “RELOCATE” INTERNACIONAL 


TASTENKNOPF RELOCATE INTERN. 


TECLA “RELOCATE” INTERNACIONAL 


TASTENKN. TAB-SETZ INTERNAT. 


KEYTOP ULA 


KEYTOr USA 


K-YTO? INTERNATIONAL 


KEYTO? INTERNATIONAL 


KEYTOP CORRECTION 


KEYTOP CORRECTION 


KEYTOP CORRECTION 


KEYTOP CORRECTION 


KEYTOP RELOCATE USA 


KEYTOP RELOCATE USA 


KEYTOP RELOCAT- INTERNAT 


KEYTOP RELCCATE INTERNAT 


KEYTOP 1 AB-SET INTERNATION 


TECLA COLOCAR TOPES INTERNACIONAL 


TASTENKN. TAB-SETZ INTERNAT. 


KEY" OP TAB-SET INTERNATION 


TECI.A COLOCAR TOPES INTERNACIUNAL 


TASTENKN. TAB-SETZ USA 
TECLA COLOCAR TOPES USA 
TASTENKN. TAB-SETZ USA 
TECLA COLOCAR TOPES USA 
TASTENKN. TAB-SETZ USA 
TECLA COLOCAR TOPES V'A 
TASTENKN. TAB-SETZ SA 
TECLA COLOCAR TOPE; USA 
TASTENKN. TAB-SF32 INTERNAT. 


FEYTOP TAB-SET USA 


KEYTOP TAB-SET USA 


KEYTOP TAB-SET USA 


KEYTOP TAB-SET USA 


KEYTOP TAB SET INTERNATIONAL 


TECLA COLOCAR \ OPES INTERNACIONAL 


Farbscnlüssel siehe “apitel 30 - Color code see chapter 30 
Code couleurs voir -hapitre 30 - Codigo de colores véase capitulo 30 
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Pos.- Ar. (Baute 
Pos. no./Comp. 


P 
[^] 


EM 


8! 


61 


72.415-3101.1/61 


66. 200-4039. 1/00 


£6.200-4039.1/01 


73.661-310;.1/00 


73.661-3108 1/03 


11.6314-077.1/52 


7.63 14-07". 1/63 


66.200- 4038. 1/00 


£6.^00-4938.1/01 


+7.010-4031.1/00 


£7.010-4031.1/03 


73.207-3121.1/60 


73.207-3121 1/81 


£7.001-6078.1/00 


£7.001-6078.1/01 


73.208-3121.1/60 


73.208-3121.1/61 


73417-3191. 1/60 


13.497 -3101.1/61 


Ersetzteile - Spare parts - Pieces de rechange - Repuestos 
Startype/Mastertype 


astatur/K e yboard 


¿clado rie 


8.3 Funkt'onstastenknópte 
Function keytops 
B:utons des touches de fonction 
Teclas de función 


Benennung Deutsch 
Denominación Espar ul 


TASTENKN. TAB-SETZ INTERNAT. 


Term English 


TECLA COLOCAR TOPES INTERNACIONAL 


TASTENKNJPF DEZI-TAB USA 
TECLA TPE DECIMAL USA 
TASTENKNOPF DEZI-TAB USA 


TECL . TABULADOR DECIMAL LISA 


KEYTOF DECI-TAB USA 


KEYTOP NECI-TAB USA 


TAS TEN"NOPF DEZI-TAB INTERNAT. KEYTOP DFCI-TAS INTERNAT 
TLCLA APE DECIMAL INTERNACIONAL 


TASTENKNOPF DEZI-TAB INTERNAT. 
TECLA TABULADOR DECIMAL INTERN. 


LEERTASTE 

BARRA ESPACIADORA 
LEERTASTE 

BARRA ESPACIAJORA 
TASTENKN. RAND RTS. USA 
TECLA MARGEN DERECHO USA 
TASTENKN. RAND ATS. USA 
TECLA MARGEN DERECHO USA 


TASTENKN. RAND RTS. INTERNAT. 


KEYTOP DEC!-TAB INTERNAT. 


SPACE BAR 


SPACE BAX 


KEYTOP MARGIN RH USA 


KEYTOP MARGIN RH US’, 


KEYTOP MARGIN RF INTERNAT. 


TECLA MARGEN DERECHO INTERNACIONAL 


TASTENKN. RAND RTS. INTERNAT. 


KEYTOP MARG'4 RH INTERNAT. 


TECLA MARGEN DERECHO INTERNACIONAL 


TASTENKNOPF RANO RTS. USA 


TECLA MARGEN GERECHO USA 


TASTENKNOPF RAND RTS. USA 


TECLA MARGEN DERECHO USA 


TASTENKK. RAND RTS. INTERNAT. 


KEYTOP MARGIN RH USA 


KEYT” MARGIN AH USA 


KE /TOP MARGIN 3H INTERNAT. 


TECLA MARGEN DERECHO INTERNAC "AAL 


TASTENKN. RAND RTS. INTERNAT. 


KEYTOP MARGIN RH INTERNAT. 


TELLA MARGEN DERECHO INTERMACIONAL 


TASTENKNOPF TAB USA 
TECLA TAB USA 
TASTENKNOP* TAB USA 
TECLA TAB USA 
TASTENKNOPF TAB INTERNAT. 
TECLA TAB INTERNACIONAL 
TASTENKNOPF TA”. INTERNAT. 
TECLA TAB INTERNACIONAL 
TASTENKNOPF PAPIEREINZUG 
TECLA INSESSION PAPEL 
TASTENK'S2PF PAPIEREINZUG 
TECLA WSERCION DE PAPEL 
TAST<NKNOPF INSERT PAGE 
TE" LA INSERSION PAPEL 


KEYTOP TAB USA 


KEYTOP TAB USA 


KEYTOP TAB INTERNATIONAL 


KEYTOP TAB INTERNATIONAL 


KEYTOP 


KEYTOP 


KEYTOP INSERT PAGE 


Farbschi: ¿sel sehe Kapitel 30 - Color code see chapter 30 
Code cr uleurs vor chapitre 30 - Codigo de colores véase capitulo 30 
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Seite/Page/Rigna : 08-003.2 
Datum/Date ‘Fecha: 09.69/00 


Ident-Nr./ident.no.: 7812.00.67 


KEYTIP TAB SET INTERNATIONAL 


Ersatzteile - Spare parts 


Startype/Wastertype 


4 Tastatur/Keyboard E 
Clavier/Teclado 


A — 2 


6.3 Funktionstastenknipfe 
Function keytops 


- Pièces de rechange - Repuestos 


Boutons des touches de fonction 


Teclas de funcitr 


Pos.-Nr./ Bauteil Besteli-M . 
Pos. no./Comp. Ref. no. 
eee 66.200-4045.1/01 _ 
72 67. 166-4174 1/70 
72 67.169-4174 1/70 
74 67.186-4175 1/70 
7 67.169-4175.1/70 
76 67.030-4148.1/70 
76 67.030-4148.1/71 
16 67.053-4148.1/70 
76 67.053-4148.1/71 
n 67.001- ;135.1/70 
T 67.001-4135.1/71 
66.250-4037.*/nc 
66.250-4937.°/01 
66.250-/41.1/00 
86 66.) ,0-4041.1/02 
8 6.250-4036. 1/00 
87 66.250-4036. 1/0: 
87 66.250-4040 1/00 
1 66.250-4040. 1/02 
67.061-4043.1/50 
57.001-4043.*/63 
67.035-4544.1/60 


Beneni.ung Deutsch 
Penominacibn Espanol 
TASTENKNOPF INSERT PAGE 
TECLA INSERSION PAPEL 
TASTENKNOPF INTERNATIONAL KE’ 
TECLA INTERNACIONAL 
TASTENKNOPF USA 

TECLA USA 

TASTENKNOPF INTERNATIONAL 
TECLA INTERNACIONAL 
TASTENKNOPF USA 

TECLA USA 

TASTENKN. RANOKONTS INTERNAT. KEYTOP MARGIN CONTR 'NTERN 
TECLA RETORNO AUTSMATICO INTERNACIONAL 

TASTENKN. RANDKONTR. INTERNAT. KEYTOP MARGIN COMTR.INTERN 
TECLA RETORNO 'JTOMATICG  |TERNACIONAL 

TASTENKN. RA# JKONTROLLE USA KEYTOP MARGIN, CONTROL USA 
TECLA RETO” 40 AUTOMATICO USA 
TASTENKN ¡AANDKONTROLLE USA 
TECLA P> ORNO AUTOMATICO USA 


KEYTOF INSERT PAGE 


OP INTERNATIONAL 


KEYTOP JSA 


KEYT JP INTERNATIONAL 


K£YTOP USA 


KEYTOP MARGIN CONTROL USA 


TASTF» XNOPF "CODE" KEYTO' CODE 
TEC’. . "CODE" 
T^. TENKNOPF “CODE” KEYTOP CODE 
“¿CLA “CODE” 


TASTENKNOPF FOLLEN USA KEYTOP ROLL USA 
TECLA DESPLAZAMIENTO USA 
TASTENKNO"F ROLLEN USA 
TECLA DESPLAZAMIENTO USA 
TASTENKN. BOL, EN INTERNAT. KEYTOP ROLL INTERNATIONAL 
TECLA DESPLAZARIENTO INTERNACIONAL 

TASTENKN. ROLLEN INTERNAT. KEYTOP ROLL INTERNATIONAL 
TECLA DESPLAZAM'.NTO INTERNACIONAL 

TASTENKNOPF ROLLEN USA KEYTOP ROLL USA 

TECLA CESPLAZAMIENTO USA 
TASTENKNOP? ROLLEN USA 
TECLA DESPLAZAMIENTO USA 
TASTENKNOPF ROLLEN INTERNAT. = KEYTOP ROLL INTERNATIONAL 
TECLA DESPLAZAMIENTO INTERNACIONAL 

TASTENKNOPF ROLLEN INTERNAT. = KEYTOP ROLL INTERNATIONAL 
TLCLA DESPLAZAMIENTO INTERNACIONAL 

TASTENKN. PAP.-TRANSPORT INT. 
TECLA TRANSPORTE PAPEL INTERNACIONAL 
TASTENKN. PAF.-TRANSPORT INT. 
TECLA TRANSPORTE PAPEL INTERNACIONAL 

TASTENKN. PAP.-TRANSPORT USA  KEYTOP PAPER FEED USA 
TECLA TRANSPORTE PAPEL USA 


KEYTOP ROLL USA 


KEYTOP ROLL USA 


Seite/Page/Fégina ` 08-003.3 
Datum/Date/Fecha: OS .89/0, 
Ident-Nr./Ident.no.: 7817 20.67 


KEYTOP PAPER FEED INTERNAT. 


KEYTOP PAPER FEEO INTERNAT. 


Farbschlüssel sıehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


Seite/Page/Rígina : 08-003.4 


Ersstzteile - Spare parts - Pieces de rechange - Repuestos 


astatur/Keyhoard 
Clavier/Teciado x 


Funktionstastenknôpte 
Function keytops 
Boutons des touches de fonction 
Tecles de función 


Pos, Ke /Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 

Pos. no./Comp fef. no. Denominacibn Español Color 

67.033-4044.1/51 TASTENKN. PAP.-TRANSPORT USA  KEYTOP PAPES FEED USA ICH 
TECLA TRANSPORTE PAPEL USA 

67.001-4044.1/50 TASTENKN. PAP.-TRANSPORT INT. KEYTOP CAPER FEED INTERNAT. F314 
TECLA TRANSPORTE PAPEL INTERNACIONA: 

67.001-4044.1/53 TASTENKN. PAP.-TRANSPORT iNT. KE‘ "à? PAPER FEED INTERNAT. F296 
TECLA TRANSPORTE PAPEL INTERNACIÓN A. 


$7.033-4043.1/30 TASTENKN. PAP.-TRANSPORT USA  KEYTOP PAPER FEED USA F314 
TECLA TRANSPORTE PAPEL USA 
7.033-4043.1/51 TASTENKN. PAP.-TRANSPORT JSA — KEYTOP PAPER FEED USA F296 


TECLA TRANSPORTE PAPE. USA 


Farbschlussel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulc 30 


E19 


Ersatzteile . Spare parts - Pièces de rechange - Repuestos 


Stertype/Mastertype 


. | Tastatur/Keyboard /Clavier /Teclado 


8.3 Funktionstastenknópte 
F k 


unction keytops 
uc 


ki — M M J 
E a e NJ e 


7 
[se] (s 


eei 
=a 


El 
El 
[ 
E 
* 
S 
WS 


B 


u 


IMNIBIBIBIBIEINIBIN 


EJEM 


ipm 


=> -- 


EA 


59 


J00000000NE 
Te awae ums 


E21 


Ersatzteilkatalog AEG 
Spare parts catalog OLYMPIA 
Catalogue de piéces de rechange 

Catálogo de Repuesics 


Mastertype i, ES 95, ES 95i 
Mastertype 100i, Mastertype 110i 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startype i, Startype 130i 


Mastertype, Mastertype D 
Startype 130 BEi, Startype BAi, Ai, BT 
| 


Service Department 
Fi 


Mastertype 100i/120i, Startupe 130i 


astatur. Keyboard 


84 Tastatur 
Keyboard 
Clavier 
Teclado 


TASTATUR CPL. TXXJ.405 
TECLADO CPL. TXXX.405 
MASTERTYPE 120i 
REP.-TASTATUR TXXX 405 
TECLADO REPARADO TXXX.405 
MASTERTYPE 120i 
TASTENKNOPFSATZ TXXX.405 
JUEGO DE TECLAS TXXX.405 
MASTERTYPE 120 

TASTATUR CPL. T798.406 USA 
TECLADO CPL. T798.406 USA 
MASTERTYPE 120 
REP.-TASTATUR T798.406 USA 
TECLADO REPARADO T798.406 USA 
MASTERTYPE 120i 
TASTENKNOPFSATZ T798.406 
JUEGO DE TECLAS T798.406 
MASTERTYPE 120i 

TASTATUR CPL. T856.407 CON/FR 
TECLAD. 5% T850:107 CON/FR 
MASTERTYPE 120 
REP.-TASTATUR T850.407 CON/FR 


1 56.405-9023.2/00 


t 66.406-302 1.2/00 


L 68.406-9021.5/09 


L 66.406-90-3.2/00 


1 66.407-902 1.0152 


1 66.407-9021.5/00 


MASTERTYPE 120 
TASTENKNOPFSATZ T850.407 
JUEGO DE TECLAS T850.407 
MASTERTYPE 120: CND/FR 
TASTATUR CPL. T841.408 GR 
TECLADO CPL. T841408 GR 
MASTERTYPE 120i 
TASTATUR CPL. T782.408 CH 
TECLADO CPL. T782 408 CH 
MASTERTYPE 120i 
TASTATUR CPL. T346.408 
TECLADO CPL. T346.408 
MASTERTYPE 120i YUGOSL. 
REP -TASTATUR T84:.408 GR 
TECLADO REPARADO 7841.408 GR 
MASTERTYPE 120i 
REP.-TASTATUR T782.408 CH 
TECLADO REPARADO T782.408 CH 
MASTERTYPE 120i 
' 66.408-9021.5/08 REP.-TASTATUR T346.408 
MASTERTYPE 120i YUGOSL. 


1 66.407-9023 2/00 


1 66.408-9021.2/00 


1 66.408 -9021 2/00 


1 66.408-9021 5/00 


F3 


Ersatzteile - Spaiz parts - Pièces de rechange - Repuestos | 


TECLADO REPARADO T850.407 CNO/FR 


Datum/Date/Fecha: 09.89/00 


(éent - Nr (gen ` 7812.00.67 


KEYBOARD ASSY. KAKX.A05 


KEYBOARD KXXX.405 


EXCH 


KEYTOP SET KXXX.405 


KEYBOARD ASSY. K798.406 USA 


KEYBOARD K798.406 USA 


EXCH 


KEYTOP SET K798.406 


KEYBOARD ASSY. K850.407 CON/FR 


tacit "FVBOARO K850.407 CON/FR 


KEYTOP SET K850.407 


KEYBOARD ASSY. «841408 GR 


KEYBOARD ASSY. T782.408 CH 


KEYBOARD ASSY. T346.408 


EXCH. KEYBOARD K841.408 GR 


EXCH. KEYBOARD K762.406 CH 


EXCH KEYBOARD K346.408 


(XXX = Zusatzuche Angaben der Tastaturvorlagen-Nr erfordertich s. Kapitel 8.6 
In thes case it i5 necessary tc quote the keyboard sheet no „see chapter 8 6) 
Es necesario indicar aúscionalmente el n° de hoja de teclado, véase cap. 8.6 


F296 


A 


F296 


F296 


F295 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos [Seite/Page/tigmn2 


Mostertype 100i/120i, Startype 130i 


8.4 Tastatur 
Keyboard 
Clavier 
Teclado 


Pos. -Nr./Bauteil Bestell-Nr. 
Pos. no./Comp. Ref. no. 


Benennung Deutsch 


Denominación Español 


Term English 


08-004.1 


1 66.408-9023.2/00 


1 66.408-9023.2/00 


1 66.465-9021.2/00 


1 66.465-9021.5/00 


1 66.465-9023.2/00 


1 66.466-9021.2/00 


1 66.466-9021.5/00 


1 66.466-9023.2/06 


1 66.467-9021.2/00 


1 66.467-9021.5/00 


! 66.467-9023.2/00 


1 36.468-9021.2/00 


1 66.468-9021.5/00 


1 66 468-9023.2/00 


1 66.469-9021.2/00 


TASTENKNOPFSATZ T346.408 
JUEGO DE TECLAS T346.408 
MASTERTYPE 120: YUGOSL. 
TASTENKNOPFSATZ 1782408 CH 
JUEGO DE TECLAS T782.408 CH 
MASTERTYPE 120i 

TASTATUR KPL. TXXX.465 
TECLADO CPL. TXXX.465 
MASTERTYPE 100: 
REP.-TASTATUR TXXX.465 
TECLADO CPL. TXXX.465 
MASTERTYPE 100i 
TASTENKNOPFSATZ TXXX.465 
JUECO DE TECLAS TXXX.465 
MASTERTYPE 100i 

TASTATUR CPL. T798.466 USA 
TECLADO CPL. T798.466 USA 
MASTERTYPE 100i 
REP.-TASTATUR T798.466 USA 
TECLADO CPL. T798.466 USA 
MASTERTYPE 100i 
TASTENKNOPFSATZ T798.466 USA 
JUEGO DE TECLAS T798.466 USA 
MASTER! YPE 100i 

TASTATUR CPL. T950.467 CON/FR 
TECLADO CPL. T850.467 CON/FR 
MASTERTYPE 100i 
REP.-TASTATUR T850.467 CDN/FR 
TECLADO CPL. TE50.467 CON/FR 
MASTERTYPE 100; 


TASTENKNOPFSATZ T850.467 CON/FR 
JUEGO DE TECLAS T850.467 CON/FR 


MASTERTYPE 100: 

TASTATUR CPL. T841.468 GR 
TECLADO CPL. T841 468 GR 
MASTERTYPE 100i 
REP.-TASTATUR T841468 GR 
TECLADO CPL. T841.468 GH 
MASTERTYPE 100i 
TASTENKNOPFSATZ T841.468 GR 
JUEGO DE TECLAS T841468 GR 
MASTERTYPE 100i 

TASTATUR CPL. TC53.469 
TECLADO CPL. T863.469 
MASTERTYPE 100BAi 


KEYTIDP SET T346.408 


KEYTOP SET K782.408 CH 


KEYBOARD ASSY. XXXX.465 


EXCH. KEYBOARO KXXX.465 


KEYTOP SET KXXX.465 


KEYBOARO ASSY. K798.466 USA 


EXCH. KEYBOARD K798.465 USA 


KEYTOP SET K798.466 USA 


KEYBOARD ASSY. K850.467 CON/FR 


EXCH. KEYBOARD K850.467 CON/FR 


KEYTOP SET 850.467 CON/FR 


KEYBOARD ASSY. K841.468 GR 


EXCH. KEYBOARD K841.468 GR 


KEYTOP SET K641.468 GR 


KEYBOARD ASSY. K863.469 


TXXX = Zusätzliche Angaben der Tastaturvorlagen-Nr. erforderlich, s. Kapitel 8.6 
In this case it 1s necessary to quote ¡he keyboard sheet no (see chapter 8.6) 
fs necesario indicar adicionalmente el n° de hoja de teclado, véase cap 8.6 
Farbschlussel siehe Kapite! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


F4 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


Tastatur 
Keyboard 
Clavier 
Toclado 


Pos. -Nr./Bautei 
Pos. no./Camp 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Mastertype 100i/120i, Startype 130i 


Term English 


Datum/Date/Fecha: 09.89/00 


Ident-Nr./Ideni..c.: 7812.00.67 


1 86.469-9021.5/00 


66.469-9023.2/00 


1 66.472-2021.2/00 


H 66.472-9021.5/00 


1 66.472-9023.2/00 


1 66.473-9021.2/00 


1 66.473-9021.5/00 


! 66.473-9023.2/00 


1 56.475-9021.2/00 


1 66.475-9021.5/00 


1 66.475-9023.2/00 


1 66.476-9021.2/00 


1 66.476-9021.5/00 


1 Ge 476-9023.2/00 


t 66.477-9021.2/00 


REP. -TASTATUR T863.469 
TECLADO REPARADO T863.469 
MASTERTYPE 100BAi 
TASTENKNOPFSAT; T863.469 
JUEGO DE TECLAS T863.469 
MASTERTYPE 1098Ai 
TASTATUR KPL. T654.472 
TECLADO CPL. T654.472 
MASTERTYPE 100 Biti 
REP.-TASTATUR T654.472 
TECLADO REPARADO T654.472 
MASTERTYPE 1008Hi 
TASTENKNOPFSATZ T654.472 
JUEGO DE TECLAS T654.472 
MASTERTYPE 1008Hi 
TASTATUR CPL. T870.473 
TECLADO CPL. T870.473 
MASTERTYPE 100 BEI 
REP.-TASTATUR T870.473 
TECLADO REPARADU T870.473 
MASTERTYPE 100BE¡ 
TASTENKNGPFSATZ T870.473 
JUEGO OE TECLAZ T870.473 
MASTERTYPE 1008Ei 
TASTATUR KPL. TXXX.475 
TECLADO CPL. TXXX.475 
MASTERTYPE 110i 
REP.-TASTATUR TXXX.475 
TECLADO CPL. TXXX.475 
MASTERTYPE 110i 
TASTENKNOPFSATZ TXXX.475 
JUEGO DE TECLAS TXXX.474 
MASTERTYPE 100i 

TASTATUR KPL. T798.476 USA 
TECLADO CPL. T798.476 USA 
MASTERTYPE 110i 
REP.-TASTATUR 7798.476 USA 
TECLADO CPL. T798.476 USA 
MASTERTYPE 110i 
TASTENKNOPFSATZ T798.476 USA 
JUEGO DE TECLAS T798.476 USA 
MASTERTYPE 110i 

TASTATUR CPL. T850.477 CON/FR 
TECLADO CPL. T850.477 CON/FR 
MASTERTYPE 110i 


EXCH. KEYBOARD K863.469 


KEYTOP SET K863.469 


KEYBOARD ASSY. K654.472 


EXCH. KEYBOARD K654.472 


KEYTOP SET K654.412 


KEYBOAKD ASSY. K870.473 


EXCH. KEYBOARD K870.473 


KEYTOP SET K870.473 


KEYBOARD ASSY. KXXX.475 


EXCH. KEYBOARO KXXX.475 


KEYTOP SET KXXX.475 


KEYBOARD ASSY. K798.476 USA 


EXCH. KEYBOARD T798.476 USA 


KEYTOP SET K798.476 USA 


KEYBOARD ASSY. K850.477 CUN/FR 


TXXX = Zusätzliche Angıben der Tastatursorlagen-Nr. erforderlich. s. Kaprte! 8.6 
In this case it is necessary to quote the keyboard sheet no (see chapter £.6) 
Es necesario indicar adicionalmente el n° de hoja de teclado, véase cap 86 
Farbschlüssel sehe Kapitel 30 - Color code see chapter 30 
Code couleurs vow chapitre 30 - Codigo de colores véase capitulo 30 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


Ersatzteile - Spare parts 


astatur/Keyboard 


8.4 Tastatur 


Mastertype 100i/120i, Startype 130i 


- Pieces de rechange - 


Benennung Deutsch 


Denominación Espanol 


Repuestos 


Seite/Page/Página 


Term English 


08-004.3 


Keyboard 
Clavier 
Teclado 

Pos.-Nr./Bauteil Bestell-Nr. 

Pos. no./Comp. Ref. no. 
1 66.477-9021.5/00 
1 66.477-9023.2/00 
1 66.478-9021.2/00 
1 66.478-9921.5/00 
1 66.478-1023.2/00 
1 66.485-3021.2/00 
1 66.485-3021.5/00 
1 66.485-9023.2/00 
1 66.486-9021.2/00 
1 66.486-9021.5/00 
1 66.486-9023.2/00 
1 66.487-9021.2/00 
1 66.487-3021.5/00 
1 66.457-2023.2/00 
1 66.488-9921.2/00 


REP.-TASTATUR T850.477 CON/FR 
TECLADO CPL. T850.477 CON/FR 
MASTERTYPE 110i 

TASTENK. SATZ T850.477 CND/FR 
JUEGO DE TECLAS T850.477 CON/FR 
MASTERTYPE 110i 

TASTATUR KPL. TXXX.478 
TECLADO CPL. TXXX.478 
MASTERTYPE 110i 
REP.-TASTATUR TXXX.478 
TECLADO REPARADO TXXX.478 
MASTERTYPE 110i 
TASTENKNOPFSATZ TXXX.478 
JUEGO DE TECLAS TXXX.478 
MASTERTYPE 110i 

TASTATUR CPL. TXXX.485 
TECLADO CPL. TXXX.485 
STARTYPE 130) 

REP.-TASTATUR TXXX.485 
TECLAOO CPL. TXXX.485 
STARTYPE 130; 
TASTENKNOPFSATZ TXXX.485 
JUEGO DE TECLAS TXXX.485 
STARTYPE 130i 

TASTATUR CPL. T798.486 USA 
TECLADO CPL. T798.486 USA 
STARTYPE i30; 

REP.-TASTATUR T798.486 USA 
TECLADO CPL. T798.486 USA 
STARTYPE 130: 
TASTENKNOPFSATZ T798.486 USA 
JUEGO OE TECLAS T798.486 USA 
STARTYPE 130; 

TASTATUR CPL. T850.487 CON/FR 
TECLADO CPL. T850.487 CON/FR 
STARTYPE 130i 

REP.-TASTATUR T850.487 CDN/FR 
TECLADO CPL. T850.487 CON/FR 
STARTYPE 130i 

TASTENKNOPFS. T850.487 CND/FR 
JUEGO DE TECLAS T850.487 CDN/FR 
STARTYPE 130i 

TASTATUR CPL. T841.488 GR 
TECLADO CPL. T641.488 GR 
STARTYPE 130i 


EXCH. KEYBOARD K850.477 CON/FR 


KEYTOP SET T850.477 CNO/FR 


KEYBOARD ASSY KXXX.478 


EXCH 


KEYBOARD KXXX.478 


KEYTOP SET KXXX.478 


KEYBOARD ASSY. KXXX 485 


EXCH. KEYBOARO KXXX.485 


KEYTOP SET KXXX.485 


KEYBOARD ASSY. K798.486 USA 


EXC! KEYBOARD T798.486 USA 


KEYTOP SET K798.486 USA 


KEYBOARD ASSY. K850.487 CON/FR 


EXCH. KEYBOARD K850.487 CON/FR 


KEYTOP SET T850.487 CNO/FR 


KEYBOARO ASSY. K841.488 GR 


TXXX = Zusätzliche Angaben der Tastaturvorlagen-Nr. erforderlich, s. Kapitel 8.6 
In this case it 1s necessary to quote the keyboard sheet no (see chapter 8.6) 
Es necesario indicar adicionalmente el n? de hoja de teclado, véase cap. 8.6 


F296 


F296 


F296 


F296 


F296 


F296 


F296 


F256 


F296 


F296 


F296 


F296 


F296 


F296 


astatur 


Tastatur 


Keyboard 


Keyboard 
Clavier 
Teclado 

Pos.-Nr. /Bauteil Besteh-Nr 

Pos. no./Comp. Ref. no. 
1 66.488-9021.5/00 
! 66.488-9023.2/00 
1 66.489-9021.2/00 
1 66.489-9021.5/00 
1 66.489-9023.2/00 
1 66.492-9021.2/00 
1 66 452-9021.5/00 
1 66.492-9023.2/00 
! 66.493-9021.2/00 
1 66.493-9021.5/00 
1 56.493-9023.2/00 
2 66.150-4071.4/00 
2 66.150-4073.4/00 
3 25.200-4023. 1/00 
4 25.200-4022.1/00 
4 25.200-4026. 1/00 


Ersatzteile - Spare parts - Pièces de «echange - Repuestos 
Mastertype 100i/120i, Stertype 130i 


Benennung Oeutsch 
Denominación Espanol 


REP.-TASTATUR T841.483 GR 
TECLADG CPL. T841.488 GR 
STARTYPE 130i 
TASTENKNOPFSATZ T841.488 GR 
JUEGO DE TECLAS T841.488 GR 
STARTYPE 130i 

TASTATUR CPL. T863.489 ARAB. 
TECLADO CPL. T863.489 ARABE 
STARTYPE 130 8Ai 
REP.-TASTATUR 1863.409 ARAC. 


TECLANO SEPARADO 7863.489 ARABE 


STAATYPE 130 BAI 
TASTENKNOPFS. T863/489 ARAB. 


JUEGO DE TECLAS T863.489 ARABE 


STARTYPE 130 BAi 

TASTATUR CPL. T654.432 
TECLADO CPL. T654.492 
STARTYPE 130 BAi ANGLO-UNIV. 
REF.-TASTATUR T654.492 
TECLADO REPARADO T654.492 
STARTYPE 130 BAi ANGLO-UNIV. 
TASTENKNOPFSATZ T654.492 
JUEGO DE TECLAS T654.492 
STARTYPE 130 BAI ANGLO-UNIV. 
TASTATUR CPL. T870.493 
TECLADO CPL. T870.493 
STARTYPE 130 BEi 
REP.-TASTATUR T870.493 
TECLADO REPARADO T870.493 
STARTYPE 1308Ei 
TASTENKNOPFSATZ T870.493 
JUEGO DE TECLAS T870.493 
STARTYPE 130BEi 

RAHMEN 

BASTIOOR ` 
RAHMEN USA/CND 

BASTIDOR USA/CNO 
TASTENSCHALTER 

CONTACTO DE TECLA 

NUR TASTE SO/ONLY KEY Sd 
TASTENSCHALTER CHERRY 
CONTACTO DE TECLA CHERRY 
TASTENSCHALTER MARQUARDT 


CONTACTO DE TECLA MARQUARDT 


Term CL wech 


KEYTOP SET K841.458 ^R 


KEYBGARO ASSY. K863.485 ARAB. 


EXCH. KEYBOARD K863.489 ARAL 


KEYTOP SET 863.498 ARAB. 


KEYBOARD ASS, K654.492 


EXCH. KEYBOARD K654.492 


KEYTOP SET «654.492 


KEYBOARD ASSY. K870 493 


EXCH. KEYBOARD K870.493 


KEYTOP SET 1.870.493 


FRAME 


FRAME USA/CND 


KEY SWITCH 


KEY SWITCH CHERRY 


KEY SWITCH MARQUARDT 


Farbschlussel siehe Kapitel 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de colores véase capitulo 30 


F7 


Datum/Oate/Fecha: 09.89/00 
Ident-Nr./ident.no.: 7812.00.67 


F296 


F296 


F296 


FES 


F296 


F296 


F296 


F296 


F296 


F296 


Ersatzteile - Spare parts - Pièces de rechange - Repuestos 
Mastertype 100i/120i, Startype 130i 


astatur/Keyboard 


Tastatur 

Keyboard 

Clavier 

Teclado 
Pos.-Nr./Gauteil Bestell-Nr 
Pos. no./Comp. Ref. no 

5 67.200-4042.1/00 

5 67.200-4642. 1/02 

D 25 200-4051.1/0C 

7 25.200-4052. 1/00 

8 25.200-4075.1/00 

5 66. 150-4086. 1/20 

10 25.200-4076.1/00 

c3 562452-000.6/40 
D1 672114-000.6/00 
D10-17 672100-000.6/00 
151 676164-000.6/00 
152 676550-000.6/00 
L1-13,15-32 671235-000.6/00 
135 671221-000.6/0C 
DÉI b63660-320.6/00 
Lx 663674-320.6, 00 
DN $62596-620.6/00 


Farbschlüsse! siehe Kapitel! 30 - Color code see chapter 30 
Code couleurs voir chapitre 30 - Codigo de cciores vease capitulo 30 


Seite/Page/Página ` 03-004.5 
Datum/Date/Fecha: 03.89/00 
Ident- Nr./Ident.no.: 7312.00.67 


Benennung Deutsch Term English Farbe 
Denominacibn Espanol Color 
BLENDE PANEL F296 
CUBIERTA 

NUR/ONLY/SOLO ES100i/110i 

BLENDE INF F314 
CUBIERTA 

NUR/ONLY/SOLC ES100i/110i/120: 

HEBEL F. TASTE RETURN LEVER FOR KEY \4 t 

PALANCA PARA TECLA RETURN 

WEBEL F. LEEATASTE LEVER FOR SPALZb=. 

PALANCA PARA BARRA ESPACIADORA 

FUHRUNG GUIDE 

GUIA 

BLINDKAPPE DUMMY CAP F296 
TAPA CIEGA 

STOESSEL PLUNGER 

MARTILLO 

KER-KONDENSATOR INF 63V CERAMIC CONDENSER INF 63% 
CONDENSADOR CERAMICO INF 63V 

DIODE 1N4002 Dout 1N4002 

DIODO 1N4002 

DIODE 1N4148 DIODE 1N4148 

DIODO 1N4148 

ABIT-DECODER ABIT DECODER 

DECODIFICADOR DE 4 BIT 

LED-TREIBER 5451 LED DRIVER 5451 

EXCITANOR LED 5451 

LEO GRUEN LEO GREEN 

LED VERDE 

LED GRUEN LEO GREEN 

LED VERDE 

KOSCHIWI 330 OHM 5% 1/4W CARBON RESISTOF 330 OHM 54 1/4W 
RESISTENCIA DE CARBON 330 OHM 5% 1/4w 

KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOF 1,2KOHM br 1/4W 
RESISTENCIA DE CARBON 1,2KOHM 5% 1/4w 

STIFTLEISTE 20POL. CONNECTOR STRIF 20POL. 


CONECTOR 20 TERMINALES 


F8 


Ersatzteile . Spare parts - Piéces de rechange - Repuestos 
Mastertype 1001/120i, Startype 130i 


Tastatur/Keyboard Clavier/Teclado 


8.4 Tastatur 
Keyboard 
Clavier 
Teclado 


EE 
_ — N 
w 


135 
Oc 


BOOD 000 O00 O00 
mul 

u 

E 


Seite/Page/Página : 
Datum/Date/Fecha: 09.89/00 
Wert Nr Agen no.: 7812.00.67 


415 


F10 


Ersatzteile - Spare arts - Pieces de rechange - Repuestos 
ES 100i - 130i 


astatur Keyboard 


avi-r/Teclade 


8.5 Tastatur schwenkbar 
Pivoting kevboard 
Clavie* pivctante 
Teclado inclinabte 

Pos. Nr "Bauteil Bested- Nr. 

Pos. 0./Comp. Ref no. 

1 66.120-4673.2/00 
2 66.120-4677.1/00 
3 $6. 120-4672.1/00 
4 90.7102-000 2/00 
a 90.7 :02-005.5/00 
5 25.230-4522.1/00 
5 66.120-4671.1/00 
7 66.120-4701.2/00 
7 66. 120-4801.2/Pu 
8 66.120- 4718 1704 
8 66. 14^ 4718. 1/00 


Ideni- Nr. /Ide :t.no.: 


— 


ACHSE CPL. SHAFT ASSY. 
EJE CPL 

NUR, ONLY/SOLO ES100i-130: 
SLATTFEDER 

FLEJE 

NUR/ONLY/SOLO ES100:- 130; 
SCHIEBER 

DESLIZADGR 
NUR/ONLY/SOLO ES100i-130i 
DISPLAY 40 STELLIG M. POTI DISPLAY 46 DITS WITH POTI 
DISPLAY 40 DIGITOS CON POTENC:ÚMETRICO 

NUR/ONLY/SOLO ES130i 

REP.-DISPL. 40 STELL. M. PETI EXC". DISPLAY 40 DIGITS W. POTI 
DISPLAY REP. ^0 DIGITOS ¿ON POTENC'ZMETAICO 

NUR/ONLY/SOLO ES130: 

KNOPF 

BOTON 

NUR/ONLY/SOLT, ES100:- 13^. 
SCHWENKRA" MEN F. TASTATUR 
BASTIDOR ÍNCLINABI”. 

NUR/ON. Y/SOLO * ,100i- 130i 
BODFAWANNE | 

CARCASA 1 ERIOR 

AUR/ON: ` /SOLO ES 1Püi- 130 
BONE” WANNE UL 

Ce LASA INFERIOR UL 
AUR/ONLY/SCLO E$100i- 130i 
TASTATURABDECKUNG 

TAPA Ce TECLADO 
NUR’ONLY/SOLO ES120i-130i 
TASTATURABDECKUNG 

TAPA DE TECLADO 
NUR/ONLY/SOLO ES100i 


FLAT SPRING 


SLIDF 


KNOP 


KEYBOARD SWING FRAME 


BOTTOM HOUSING 


BOTTOM HOUSING UL 


KEYBOARD COVER 


KEYBOARD COVER 


Farbschlüssei siehe Kapitel 30 - Color code see chapter 30 
Code couleurs vo:r chapitre 30 - Codigo dr colores véase capitulo 30 
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F332 


F332 


F332 


M 


FA 


F332 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos [Seite/Page/figina 08-005 
mi XEM ` Datum/Date/Fecha: 09.89/00 


ES 100i - 130i 
Ident- Nr. /Ident.no.: 


8. astatur/Keyboard 


8.5 Tastatur schwenkbar 
Pivoting keyboard 
Clavier pivotante 
Teclado inclinable 
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8.8 Tastaturen-Übersicht 
List of keyboards 
Tableau de claviers 


Lista de 


Land 
Country 
Pays 
Pais 


T346 
T352 
T558 
T654 
T654/853 
1794 
1754 
1760 
1763 
1766 
1766/780 
1766/817 
T769 
1782 
1783 
T784 
765 
1798 
T805/558 


T806 
T809 
T811 
1812 
T816 
T821 
1827 
T840 
1841/8642 


los teclados 


Deutsch 


Jugoslawisch 
| Hollándisch 3 
Englisch 
Anglo-Universal 5 
Hebráisch 3 
Philippinen 2 
Nigeria 
Italienisch 4 
Franzósisch 6 
Deutsch-DIN 2137 T! 
| Deutsch OCR-B 
| Deutsch OCR-A 
Norwegisch-Normen 2| 
Schweiz 8 
Franzósisch 10 (CH) 
Afrikaans 3 
Finnisch-Normen 2 
Amerikanisch. 3 
Siam.-Norm 7/ 
Englisch 
Dänısch 6 
Luxemburg 2 
Spanisch 4 
Portugiesisch 
Hispano 9 
Türkisch 
Ungarisch 
Islándisch 
Griech-Latein 4 
Canada-Franz. 4 

h 
Schwedisch 5 
Portugiesisch 5 
Spanisch 5 
Arabisch 3 
Arabisch 3-Engl. 
Universal 5 
Deutsch-DIN 2137 T2 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


English 


Yugoslav 

Dutch 3 

English 
Anglo-Universal 5 
Hebrew 3 
Philippines 2 
Nigeria 

Italian 4 

French 6 
German-DIN 2137 T1 
German OCR-B 
German OCR-A 
Norwegiar-Stand. 2 
Swiss 8 

French 10 


| Afrikaans 3 


Finnish. Standard 2 
American 3 
Siamese-Standard 7/ 
English 

Danish 6 
Luxembourg 2 
Spanish 4 
Portuguese 
Spanish 9 

Turkish 

Hungarian 

iceland 

Greek-Latin 4 
Canada-French 4 
Belgian 

Swedish 5 
Portuguese 5 
Spanish 5 


-Arabic 3 


Arabic 3-English 
Universal 5 
German-DIN 2137 T2 


Francais 


Yougoslave 
Hollandais 3 
Anglais 
Anglo-Universal 5 
Hébreu 3 
Philippinen 2 
Nigeria 

Italien 4 
Francais 6 
Allemand-DIN 2737 T1 | 
Allemand OCR-B 
Allemand OCR-A 
Norvégien-Normal 2 
Suisse 8 

Francais 10 
Africain 3 

Filandais Normes 2 
Americain 3 
Siamois Normes 7/ 
Anglais 

Danois 6 
Luxembourgeois 2 
Espagnol 4 
Portugais 

Espagnol 9 

Turc 

Hongro's 

Islandais 
Greco-Latin 4 
Canada-Francaıs 4 
Belge 

Suedois 5 
Portugais 5 
Espagnol 5 

Arabe 3 

Arabe 3-Angiais 
Universal 5 
Allemand-DIN 2737 T2 


Seite/Page'Pégina : 
Datum/Date/Fecha: 09.89/00 


Idert-Nr./Ident.no.: 7812.00.67 


08-008 


Espaz^l 
Yugoslavo 
Holandes 3 

Ingles 
Anglo-Universal 5 
Hebreo 3 


| Filipinas 2 


Nigeria 

italiano 4 

Francés 6 

Alemán DIN 2137 T1 
Aléman OCR-B 
Aléman OCR-A 
Noruego-Estandar 2 
Suizo 8 

Francés 10 
Aíricano 3 
Filandés Normas 2 
Americano 3 
Siames Norams 7/ 
Inglés 

Danés 6 
Luxemburgo 2 
Espanol 4 
Portugues 
Hispano 9 

Turco 

Hurgaro 

Islandés 
Griego-Lationo 4 
Canada Francés 4 
Belga 

Sueco 5 

Portugués 5 
Espanol 5 

Arabe 3 

Arabe 3-Inglés 
Universal 5 
Aleman DIN 2137 T2 


Hinweis: 
Tastenknóple und Tastaturen sind zur Zen nur fur 310 vei.riebsmáfhig eingeluhrten Maschinen erhältlich. 


Mi the present bme keytops and keyboard: are coy avarad. lor the sales models 
Mote 
Les plaques de touches et les claviers ne sont poc | stan’ disponibles que pour les machines destinées $ la commercialisation. 
Advertencia: 


Estan dispoasbles solamente les teclas y los tecioucs pora aquellos modelos que ya se comercializan 
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10.1 Schnittstelle FIFO 
Interface FIFO 
Jonction FIFO 
Interface FIFO 


Pos.-Nr./Bauteil 
Pos. no./Comp. 


Ersatzteile - Spare parts - Pieces de rechange - Repuestos 


Benennung Deutsch 
Denomina.ibn Espanol 


len/STANDARD interfaces 


interfaces 


Seile/Page/Rigna 10-001 — 
Datum/Date/Fecha 09.89/00 
Ident-Nr /Ident.no. 7812.00.67 


Term English Farbe 


C1..4,11 


C6,7,8 
C9,10,14,15 
D1..9 

151 

1810,11 

182 

183 


154 


66.300-3228.2/00 


66.300-3228.5/00 


012530-000.6/09 
234265-000.6/00 
030519-000.6/70 
67.550-3154.2/00 
661202-000.6/00 
662440-000.6/00 
661205-000.6/00 
662468-000.6/00 
672100-000.6 /00 
676824-000.6/00 
679712-000.6/00 
676613-000.6/00 
676542-000.6/00 
676539-000.6/00 
676547 -000.6/00 
676263-000.6/00 
676201-000.6/00 
676262-000.6/00 


671712-000.6/00 


LEITERPLATTE V24C/RS232 FIFO 
PLACA ELECTRONICA V24C/RS232 FIFO 


Compact S, Mastertype 


REP.-LEITERPLATTE V24 FIFO 


PCB V24C/RS232 FIFO 


EXCH. PCB V24 FIFO 


PLACA ELECTRONICA REPARADA V24 FIFO 


Compact S, Mastertype 
ZYLINDERSCHRAUBE M3X8 


TORNILLO CILINDRICI M3X8 


SCHEIBE GEPRICKELT 
ARANDELA PRENSADA 
SECHSKANTMUTTER M3 
TUERCA EXAGONAL M3 
KASELJUMPER 20 POLIG 
CONECTOR 20 TERMINALES 
KONDENSATOR 2,2UF 25V 
CONDENSADOR 2,2U* 25V 
KONDENSATOR 0,33JF 50V 
CONOENSADOR 0,33UF 50V 
TANTAL-ELKO 10UF 16V 


PAN-HEADEO SCREW M3X8 
WASHER HAMMEREO 
HEXAGONAL NUT ai 

PCO CONNECTION 20 POLE 
CONDENSER 2,2UF 254 
CONDENSER 0,33UF 50V 


TANTALUM CONDENSER 104F 16V 


CONDENSADOR ELECTROL. TANTALO 'OUF 16V 


KONDENSATOR 330PF 63V 
CONDENSADOR 330FF 63V 
DIODE 1N4148 

DIODO 1N4148 

IS UART-COM 8017 

IS "UART-COM" 80:7 
FIFO 64X4BIT 

FIFO 64X4BIT 


BAUDRATE-GENERATOR 8126 


CONDENSER J30PF 63V 


DIODE 1N4148 


IS UART COM 8017 


FIFO 64X4BIT 


BAUDRATE GENERATOR 8126 


GENERADOR VEL. TRANSFERENCIA 8126 


4FACH-LEITUNGSTREIBER 1488 
EXCITADOR CUADRUPLE 1488 


AFACH-EMPFAENGER 75189 


RECEPTOR CUADRUPLE 75189 
BFACH-BUFFER-INVERT. 7415240 


4FOLD DRIVER 1488 


4FOLD RECEIVER 75189 


BFOLD BUFFER INVERT.74LS24C 


REGISTRO INVERSOR OCTUPLE 74LS240 


3FACH-NOR-GATTER 74LS27 
PUERTA NOR TRIPLE 74LS27 


GFACH-INVERTER 74LS04 


INVERSORA SEXTUPLE 74LS04 


MULTIPLEXER 7415158 
MULTIPLEXADOR 7415158 
OPTO-KOPPLER CNY48 
ACOPLADOR OPTICC CNY48 


FM 


3FOLD NOR GATE 74LS27 


6FOLD INVERTER 74LS04 


MULTIPLEXER 7: 15158 


LIGHT BARRIER CNY 48 


Seite/Page/Rigina : 10-001.1 
Date, Fecha: 09.89/00 
Ident-N-./Ident.no.: 7812.00.67 
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len/STANDARD interfaces 


interfaces 


jonctions 


10.° Schnittstelle FIFO 
Interface FIFO 
Jonction FIFO 
Interface FIFO 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. 10./Comp Ref. no. Denominación Espanol Color 
O.ILLISTR. 66.220-3081.2/00 “LACHBANDKABEL FLAT CABLE 

MANGUERA PLANA 
O.ILLJSTR. 90.7085-000.2/00 NACHRUESTSATZ V24/FIFO RETROFITTING KIT V24/FIFO 


KIT DE MONTAJE POSTERIOR V24/FIFG 
COMPACT, MASTERTYPE 


R1,13 663496-320.6/00 KOSCHIWI 10KOHM 5% 1/4W CARBON RESISTOR 10KOHM 5% i/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 

R10, 14 563484-120.6/00  KOSCHIWI 3,3KOHM 5% 1/8w CARBON RESISTOR 3,3KOHM 5% 1/8W 
RESISTENCIA DE CARBON 3,3KOHM 5% 1/8W 

R2 663664-320.6/0) KOSCHIWI 470 OHM 5% 1/4W CARBON RESISTOR 470 OHM 5% 1/:W 
RESISTENCIA DE CARBON 470 OHM 5% 1/4W 

R3,4,12 663430-320.5/00 KOSCHIWi 2,2KGHM 5% 1/4W CARBON RESISTOR 2,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4W 

[ri 663638-320.6/00 KOSCHIW! 39 OHM 5% ï/^W CARBON RESISTOR 39 OHM 5% 1/4W 
RESISTENCIA DE CARBON 39 OHM 5% 1/4W 

RG 663475-320.6/00 KOSCHIWI 1,5KOHM 5% 1/4W + CARBON RESISTOR 1,5KOHM 5% 1/4W 
RESISTENCIA DE CARBON 1,5KOHM 5% 1/4W 

R7 663544-120.6/00 KOSCHIWI IMOHM 5% 1/8W CARBON RESISTOR IMOHM 5% 1/8W 
RESISTENCIA DE CARBON 1MOHM 5% 1/8W 

RB 663650-325.5/00 KOSCHIW! 120 NHM 5% 1/4W CARBON RESISTOR 120 OHM 5% 1/4W 
RESISTENCIA DE CARBON 120 OHM 5% 1/4W 

R9,11 663672-320.6/00 KOSCHIWI IKOHM 5% 1/4W CARBON RESISTOR IKOHM 5% '/4W 
RESISTENCIA DE CARBON 1KOHM 5% 1/4W 

ana 677166-000.6/00 R-NETZWERK 8X10KOHM RESISTOR ARRAY BXIOKOHM 
JUEGO DE RESISTENCIAS 8X10KOHM 

Di 563153-0108/00 DIL-SCHALTER 10 POLIG DIL SWITCH 10 POLE 
CONMUTADOR “DIL” 10 TERMINALES 

si 563157-012.6/00 DIP-SCHALTER 1 POLIG DIP SWITCH 10 POLE 
CONMUTADOR CODIFICADUR "DIP" 10 TERMINALES 

KI 67.600-3169.2/00 UEBERTRAGER TRANSMITTER 
TRANSMISOR 

OP 675144-000.6/00 TRANSISTOR BC327 TRANSISTOR 8C327 
TRANSISTOR BC327 | 

x 552870-000.6/00 BUCHSENGEHAEUSE 25 POLIG SOCKET HOUSING 25 POLE 
CAJA DE CONECTOR 25 TERMINALES 

xT! 69851 1-000.6/00 QUARZ 5,0688MH7 QUARTZ 5,0688MHZ 


OSCILADOR DE CUARZO 5,0688MHZ 
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Schnittstallen/STANDARD interfaces 
jonctions ESTANDAR 


10.1 Schnittstelle FIFO 
Interface FIFO 
Jonction FIFO 
Interface FIFO 


interfaces 


IS10| iS I 


VAS 


N 
N 
= 
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Ersatzteile - Spare parts - Pieces de rechange - Repuestos 
Star: ype/Mastertype 
hnittstallen/STANDAFD interfaces 


| STANDARD jonctions ANDAR interfaces 


10.2 Schnittstelie IEC-BUS 
Interface IEC-BUS 
Jonction IEC-BUS 
Interface IEC-BUS 


Pos.-Nr. / Bauteil Sestell- Nr. Benennung Deutsch Term English Farbe 
Dos. no./Comp. Ref. no. Denominacibn Espanol Color 
36.300-3150.2/00 LEITERPLATTE IEC-BUS PCB IEC- BUS 
PLACA ELECTRONICA IEC-BUS 
36.300-3150.5/00 REP.-LEITERPLATTE IEC-BUS ERC, PCB IEC-BUS 
PLACA ELECTRONICA REPARADA IEC-BUS 
1 112508-000 6/00  ZYLINDERSCHRAUBE FAN-HEADED SCREW 
TORNILLO CILINORICO 
2 134259-000.6/00 SCHEIBE WASHER 
ARANDELA 
3 331100-000.6/00 SECHSKANTMUTTER M2,5 HEXAGONAL NUT M25 
TUERCA EXAGONAL M2,5 
4 57.600-3019.2/00 MASSEBAND GROUND CABLE 
CABLE DE MASA 
C1..4,6,7 662441-000.6/00 KER-KONDENSATOR !26NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO 100NF 50V 
cu 662495-000.6/00 KER-KONDENSATOP 2.2NF 63V CERAMIC CONDENSER 2,2NF 63V 
CONDENSADOR CERAMICO 2,2NF 63V 
cs 662468-000.6/00 KONDENSATOR J30PF 63V CONDENSER 330PF 63V 
CONDENSADO 330PF 63V 
cs 561205-000.6/00 TANTAL-ELXO 10UF 16V TANTALUM CONDENSER 10UF 16V 
CONDENS 4DOR ELECTROL. TANTALO 10UF 16V 
is} 676340-000.6/00 8FACH-LATCH 7415373 8FOLD LATCH 74LS373 
"LATCH" OCTUPLE 7415372 
152 175218-000.8/00 4FACH-NOR-TREIBER 741.533 4FOLD NOR GATE 741533 
ENCITADOR NOR CUADRUPLE 741533 
153 676250-000.5/00 2FACH-NAND-GATTER 741520 2FOLD NANO GATE 741520 
PUERTA NANG DOBLE 741520 
154,10 676202-000.6/,0 4FACH-NANO-GATTER 74LS00 4FOLO NANO GATE 74LS00 
PUERTA NANO CUADRUPLE 74LS00 
185 676231-004.6/00  3FACH-N^ND-GATTER 74LS10 3FOLD NANO GATE 74.510 
PUERTA NAND TRIPLE 741 510 
156 67626'-000.6/00  4FACH-EX-OR-GATTER 741.586 4FOLD EX-OR GATE 74LS86 
PUERTA EX-OR CUADRUPLE 741.586 
157 676193-000.6/00 = 4FACH- NAND-GATTER 7438 à 4FOLO NANO 7438 
PUERTA NANO CUADRUFLE 7438 
158 £76201-000.5/00 GFACH-INVERTER 741.504 GFOLO INVERTER 74LS04 
INVERSORA SEXTUPLE 74LS04 ` 
159 £76203-000 6/00 4FACH-NOR-GATTER 741207 4F0LO NOR GATE 741502 
PUERTA NOR CUADRUPLE 74,562 
O.ILLUSTR 50.7036-000.2/00 NACHRUESTSATZ IEC-BUS RETROFITTING KIT IEC-BUS 
KIT DE MONTAJE POSTERIOR ¡EC-BUS 
STARTYPE 
O.ILLUSTR. £0.7039-000.2/00 NACHRUESTSAT2 IEC-5US RETROFITTING KIT IEC-8US 
KIT OE MONTAJE POSTERICR IEC-BUS 
MASTERTYPE 
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l—— + Datum/Date/Fecha: 09.89/00 


Startype/Mastertype e 
Ident-Ni./Ident.no.: 7812.00.57 


D Schnittstellen/STANDARD interfaces 


interfaces 


10.2 Schnittstelle IEC-BUS 
Interface IEC-BUS 
Jonction IEC-BUS 
Interface IEC-BUS 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. . no. d Zolor 


R1 KOSCHIWI 2,7KOHM 5% 1/4W CARBON RESISTOP 2,7KOHM 5% 1/4w 
RESISTENCIA DE CARBON 2,7KOHM 5% 1/4W 

R2 663674-320.6/00 KOSCHIWI 1,2KOHM 5% 1/4W CARBON RESISTOR 1,2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 1.2KOHM 5% 1/4W 

RN1,3,5 677171-000.6/00 R-NETZWERK 8X3KOHM RESISTOR ARRAY 8X2KOHM 
JUEGO DE RESISTENCIAS 8X3KOHM 

RN2,4 677172-000.6/00 R-NETZWERK 8X6,2KOHM RESISTOR ARRAY 8X6,2X0HM 
JUEGO DE RESISTENCIAS 8X6,2KOHM 

D 563142-000.6/00 KODIERSCHALTER CODING SWITCH 
INTERRUPTOR CODIFICADOR 

x 562576-900.6/00 GERAETEBUCKSE 24 POLIG APPLIANCE INLET 24 POLE 


ENCHUFE DE MAQUINA 24 TERMINALES 
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16.2 Schnittstelle IEC-BUS 
interface IEC-BUS 
Jonction IEC-BUS 
interface IEC-BUS 
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Startype/Mastertype 


. STANDARD Schnittstellen/*; ANDARD interfaces 
PD jonctions/F;Í ANDAR interfaces 


10.3 Schnittstelle CF" RONICS 
Interiace CCNTRONICS 
Joncticn CENTRONICS 
lrierface CENTRONICS 


Pos.-Nr./Bauteil Bestell-Nr. Benennung Deutsch Term English Farbe 
Pos. no./Comp. Ref. no. Denominacibn Espanol Color 


1 66.300-3042.2/00 LEITERPLATTE CENTRONICS PCB CENTRONICS 
PLACA ELECTRONICA CENTRONICS 
1 66.500-3042.5/00 REP.-LEITERPLATTE CENTRONICS ` EXCH. PCB CENTRONICS 
PLACA ELECTRONICA REPARADA CENTRONICS 
2 312506-000.6/00 ZYLINDERSCHRAUBE PAN-HEADED SCREW 
TORNILLO CiLINDRICO 
3 034265-000.6/00 SCHEIBE GCPRICKELT WASHER HAMMEREO 
ARANDELA PRENSADZ 
4 331100-000.6/00 SECHSKANTMUTTER M2,5 HEXAGONAL NUT M2,5 
TUERCA EXAGONAL M2,5 
Bu2 67.550-3154.2/00 KABELJUMPER 20 POLIG PCB CONNECTION 20 POLE 
CONECTOR 20 TERMINALES 
€1,2,5,6 662441-000.6/06 KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF SOV 
CONDENSADOR CERAMICO 100NF 50V 
c3 662240-000.6/30 KONDENSATOR 22NF 250V CONDENSER 22NF 2504 
CONDENSADOR 22NF 250V 
c4 652452-000.6/00 KER-KONDENSATOR INF 63V CERAMIC CONDENSER INF 63V 
CONDENSADOR CERAMICO INF 63V 
1812 676123-000.$/00 G6FACH-INVERTER 7404 GFOLO INVERTER 7404 
INVERSORA SEXTUPLE 7404 
‘ 183 676340-00%.6/00 BFACH-LATCH 74LS373 8FOLO LATCH 74LS373 
4 "LATCH" OCTUPLE 74LS373 
154,5 676120-00%:6/00 4FACH-NAND-GATTER 7400 4FOLD NAND GATE 7400 
PUERTA NAND CUADRUPLE 7400 
O.ILLUSTR. 90.7035-004.2/00 NACHRUESTSATZ CENTRONICS RETROFITTING KIT CENTRONICS 
KIT DE MONTAJE POSTERIOR CENTRONICS 
STARTYPE 
C.ILLUSTR. 90.7038-006.2/00 NACHRUESTSATZ CENTRONICS RETROFITTING KIT CENTRONICS 
KIT DE MONTAJE POSTERIOR CENTRONICS 
MASTERTYPE 
RI 663656-320.5/00 KOSCHIWI 220 OHM 5% 1/4W CARBON RESISTOR 220 OHM 5% 1/4W 
RESISTENCIA DE CARBON 220 OHM 5% 1/4W 
R4 663664-320.6/00 KOSCHIWI 470 OHM 5% 1/4W CARBON RESISTOR 470 SHM 5% 1/4W 
| RESISTENCIA DE CARBON 470 OHM 5% 1/4W 
| ANI 677170-000.6/%0 A-NETZWERK BXIKOHM RESISTOR ARRAY BXIKOHM 
| JUEGO DE RESISTENCIAS 8XIKOHM 
x 562510-000.6/00 AMP-BUCHSE 36 POLIG AMP SOCKET 36 POLE 


CONECTOR AMP 36 TERMINALFS | 
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15. STANDARD Schnittstellen/STA 4DARD interfaces 
DARD jonctions/ESTANOAR interfaces 


10.3 Schnittstelle CENTRONICS 
terrace CENTRONICS 
Jonction CENTRONICS 
Intertace CENTRONICS 


Datum/Date/Fecha: 09.69/09 
Ident-Nr./Ident.no.: 7812.00.67 
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Startype/Mastertype 


10.4 Schnittstelle 24 
Interface V24 
Jonction V24 
Interface V24 


Pos.-Nr./Bauteil Bestell-Nr. 


Pos. no./Comp. 
1 
1 
2 
3 
4 
5 
Bu2 
CA 
C5,7,8 
c6 
C9,10,14,15 
01.9 
151 
152 
153 
154 
155 
156 
157 
158 
ise 
C.ILLUSTR. 


Ref. no. 
66.300-3158.2/00 
66.300-2158.5/00 
01253,-000.6/00 
034265 -000.6/00 
030514-000.6/00 
67.600-3019.2/00 
67.550-3154.2/00 
$61202- 100.6/00 
661203-D00.6/00 
662440-000.6/50 
662468-000.6/00 
672100-000.6/00 
676824-000.6/00 
676613-000.6/00 
676542-000.6 00 
676532-000.6 /00 
676547-000.6/00 
676263-000.6/00 
676201-000.6/C0 
676262-000.6/00 
671712-000.6/00 


90.7034-000. :/00 


jenctions, 


Benennung Deutsch Term English 
Genominacion Espanol 


LEITERPLATTE V24C/4S232C PUB V24C/RS232C 
PLACA ELECTRONICA V24C/RS232C 

REP.-LEITERPLATTE V24C/RS232C EXCH. PCB V24C/RS232C 
PLACA ELECTRONICA REPARADA V24C/RS232C 


ZYLINDERSCHRAUBE M3X8 PAN-HEADED SCREW M3X$ 
TORNILLO CILINDRICO M3X8 

SCHEIBE GEPRICKELT WASHER HAMMERED 
ARANDELA PRENSADA 

SECHSKANTMUTTER M3 HEXAGONAL NUT M3 
TUERCA EXAGONAL M3 

MASSEBAND GROUND CABLE 

CABLE DE MASA 

KABELJUMPER 20 POLIG PCB CONNECTICN 20 POLE 
CONECTOR 20 TERMINALES 

KONDENSATOR 2,2UF 25V CONDENSER 2,2UF 25V 
CONSENSADOR 2,2UF 25V 

TANTAL-ELKO 10UF 16V TANTALUM CONDENSER 10UF 16V 
CONDENSADOR ELECTROL. TANTALO 101 16V 

KONDENSATOR 0,33UF 50V CONDENSER 0,33UF 50V 
CONDENSADOR 0,33UF 50V 

KONDENSATOR 330PF 63V CONDENSER 330PF 63V 
CONDENSADOR 330PF 63V 

DIODE 134148 DIODE 14148 

01000 124 :48 

I$ UART-COM 2017 iS UART COM 8017 

1$ “UART-COM” 8917 

BAUDRATE-GENERATOR 8126 BAUDRATE GENERATOR 8126 
GENERADOR VEL. TRANSFERENCIA 8126 

4FACH-LEITUNGSTREINER 1448 4FOLD DRIVER 1486 
EXCITADOR CJADRUPLE 1468 

AFACH-EMPFAENGER 75188 4FOLD RECEIVER 75189 


RECEPTOR CUADRUPLE 75189 
BFACH-BUFFER-INVERT. 7415240 8FO: D BUFFER INVERT.74.5240 
REGISTRO INVERSOR OCTUPLE 74LS240 


3FACH-NOR-GATTER 74L$27 3FOLO NOR GATE 74L527 
PUERTA NOR TRIPLE 74LS27 

SFACH-INVERTER 74LS04 SFOLD INVERTER 74L504 
INVERSORA SEXTUPLE 74LS04 

MULTIPLEXER 7415158 MULTIPLEXER 7415158 
MULTIPLEXADOR 74,5158 

OPTO-KUPPLER LIGHT HARRIER 

ACOPLADOR OPTICO 

NACHRUESTSATZ V24/RS232 RETROFITTING KIT \V24/R5732 


KIT DE MONTAJE POSTERIOR Vv24;i1s232 


F22 
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Datum/Date/Fecha: 09.89/00 
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10.4 Schnittstelle V24 
Interface V24 
Jonction V24 
Interface V24 


Pos.-Nr./Bauteil Bestell-Nr. "enennung Deutsch Term English Farbe 

Pos. no./Comp. Ref. no. Denominación Español Celor 

9,3 663496-320.6/00 KOSCHIW! 10KOHM 5% 1/4w CARBON RESISTOR 10KOHM 5% 1/4W 
RESISTENCIA DE CARBON 10KOHM 5% 1/4W 

R16.14 663484-120.6/04 KOSChiw! 3,3K0HM 5% 1/8W CARBON RESISTOR 3,3KOHM 5% 1/8W 
RESISTENCIA DE CARBON 3,3KOHM 5% 1/8W 

R2 663664-320.6/00 KOSCHIW: 470 OHM 5% 1/4W CARBON RESISTOR 470 OHM 5% 1/4W 
RESISTENCIA DE CARBON 470 OHM 5% 1/4w 

R3,4,12 663480-320 6/00  KOSCHIW' 2,2KOHM 5% 1/4W CARBON RESISTOR ? 2KOHM 5% 1/4W 
RESISTENCIA DE CARBON 2,2KOHM 5% 1/4w 

R$ 5863628-320.6/00 KOSCHIW! 39 OHM 5% 1/4w CARBON RESISTOR 2$ OHM 5% 1/4W 
RESISTENCIA DE CARBON 39 OHM E% 1/4w 

KS 665476-320.5/00 KOSCHIW! 1,5KOHM 9% 1/4W CARBON RESISTOR 1,5KOHM 5% 1/4W 
RESISTENCIA DE CARBON 1,5K0HM 5% 1/4w 

Lu 663544-120.6/00 KOSCHIW! IMOHM 5% 1/8W CARBON RESISTOR 1MOHM 5% 1/8w 
RESISTENCIA DE CARBON 1MOHM 5% 1/8W 

Ra 663650-320.6/00 KOSCHIWI 120 OHM 5% 1/4W CARGON RESISTOR 120 OHM 5% 1/4W 
RESISTENCIA DE CARBON 120 OHM 5% 1/4w 

R9,:1 663672-320.6/00 KOSCHIW! IKOHM 5% 1/4w CARBON RESISTOR IKCHM 5% 1/4W 
RESISTENCIA DE CARRON IKOHM 5% 1/4w 

RN1,2 517196-000.6/00 n-NETZWERK B8XI0KOHM RESISTOR APRAY BXIOKOHM 
JUEGO DE RESISTENCIAS 8X10KOHM 

DN 553153-010 $/00 OIL-SCHALTER 10 POLIG DIL SwiTCH 10 POLE 
CONMUTADOR “DIL” 10 TERMINALES d 

si 563157-0:0.6/00 DIP-SCHALTER 10 POLIS DIF SWITCH Iu POLE 
CONMUTADOS CODIFICADOR “DIP” IC TERMINALES 

TAI 67.600-3169.2/00 NESERTRAGER TRANSMITTER 
TRANSMISOR 

T51,2 355144-000.6/00 TRANSISTOR 80327 TRANSISTOR 8C327 
TRANSISTOR 8C327 

xi 562370-000.6/00 SUCHSENGEHAEUSE 25 POLIG SOCKET HOUSING 25 POLE 
CAJA DE CONECTO? 25 TERMINALES 

TI $98511-000.6/00 QUARZ 5,0688MHZ QUARTZ 5,0688MHZ 


OSCILADCR DE CUARZO 5,0688MHZ 
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10.4 Schnittstelle V24 
Interface V24 
Jonction V24 
Interface V24 
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11.1 Schnittstelle Mikrodisk 
Interface microdisk 
Jonction micro-disque 
Interface microdisco 


Pos.-Nr./ Bauteil 
Pos. no./Comp. 


CA 

151 
O.ILLUSTR, 
O.ILLUSTR. 
"ILLUSTR. 
RI 

R23 


st33 


67.118-3320.2/00 


662441-000.6/00 


£76716-000.6/03 


66 250-3082.2/00 


90.7043-000.2/9U 


90.7053-000.2 700 


663636-420'6/00 


663700-321.6/00 


562354-012.6/00 


Benennung Deutsch Term English Farbe 
Denominacibn Espanol Color 
LEITERPLATTE MIKRODISK PC3 MICRODISK 

PLACA ELECTRONICA MICRODISCC 

STARTYPE 

KER-KONDENSATOR 100NF 50V CERAMIC CONDENSER 100NF 50V 
CONDENSADOR CERAMICO 100NF 50V 

SPANNUNGSREGLE' 12V VOLTAGE REGULATOR tiv 

REGULADOR DE TENSION 12V 

KABELBAUM CABLE-HARNESS 


MANGUERA DE CABLES 

NACHRUESTSATZ duNIDISK« AM RETROFITTING KIT MINIDISK«RAM 
KIT DE PUNTAJE POSTERIOR MINIGISK«RAM 

NACHRUESTSATZ MINIDISK O. RAM RETR. KIT MINIDISK WITHOUT RAM 
KIT DE MONTAJE POSTERIOR MINIDISK SIN RAM 


W'UERSTAND 33 OHM 1/4W RESISTOR 33 OHM 1/4w 
RESISTENCIA 33 OHM 1/4w 

KOSCHIWi 15KOHM 5% 1/4w CARBON RESISTOR 15KOHM 5% 1/4W 
RESISTENCIA DE CARBON !5KOHM 5% 1/4W 

STIFTLEISTE 12 POLIG CONNECTOR STRIP 12 POLE 


CONECTOR 12 TERMINALES 
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Startype/Mastertype 


ympia-Schnitistellen/Olympia interfaces 


ympia jonctio 


s7Olympia interfaces proni T | 


— ——— — 


11.1 Schnittstelle Mikrodisk 
Interface m'crodisk 
Jonction micro-disque 
Interface microdisco 
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Ersatzteilkatalog 

Spare parts catalog 

Catalogue de piéces de rechange 
Catálogo de Repuestos 


Mastertype, Mastertype D 
Mastertype i, ES 95, ES 95i 
Mastertype 100i, Mastertype 110i 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startype i, Startype 130i 
Startype 130 BEi, Startype BAi, Ai, BT 


Service Department 


G1 
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Ersatzteile Spare parts - Piéces de rechange - Repuestos 
STARTYPE/MASTERTYPE 


Tastaturen, Tastenknópfe - Keyboards, keytops 


Claviers, boutons des touches - Teclados, botones de teclas 


20.0 Beste!lhinweise 


Bestelihinweise für komplette Tastaturen 


Für die kompletten Tasiaturen eines jeden Modells sind mehrere Grundnummern eingeführt, 
die in den Stellen 3 bis 5 das sogenannte B-Merkmal aus der Tastaturvorlage beinhalten. 


Beispiel: Tastatur der Star:;pe Deutsch DIN 2137 
Tastaturvorlagen Nr.: 766.186 
Baugruppen-Nr. der Tastatur: 66.186-9101.2/00 


Die Baugruppen-Nr. sagt noch nicht aus, daB es sich um die Tastatur 766 (Deutsch DIN 2137) 
handelt. Für die vollstándige Besteilangabe müssen daher hinter der Baugruppen- Nr. als 
Zusatzmerkmal die 6 Kennziffern aus der Tastaturvorlage aufgeführt werden. 


Die vollständige Bestellnummer lautet: 66.186-9101.2/00 T766.186 


Bestellhinweise für einzelne Tastenknöpfe aus dem Schreibtastenfeld 


Den Tastenknöpfen (1...48) aus dem Schreibtastenfeld sind in Abhängigkeit von der Knopf- 
form und der Farbe Grundnummern zugeordnet. 


Grundnummer für Startype: 27.6312-077.1/60 (Knopfform 18) bis Masch.-Nr. 976945 
66.200-4030.1/00 (Knopfform 18) ab Masch.-Nr. 976946 


Für die Bestellung eines bedruckten Tastenknopfes muß hinter dieser Grundnummer als Zu- 
satzmerkmal die Tastenknopf-Nr. aus der Tastaturvorlage aufgeführt werden. 
Fehit diese Zusatzangabe, so wird der Tastenknopf 'blank' geliefert. 


Beispiel: Benötigt wird der Tastenknopf "A aus der Tastatur Deutsch DIN 2137, Tastaturvor- 
lage-Nr. 766.175 in der Farbe für Startype sandbeige (F314). Die Knopf- Nr. in der 
Tastaturvorlage ist 7523. 


Die vollständige Bestellnummer lautet: 27.6312-077.1/60 7523 bis Masch.-Nr. 976945 
66.200-4030.1/00 7523 ab Masch.-Nr. 976946 
Weiterführende Dokumentation über Tastaturen 


Eine vollständige Darstellung aller eingeführten Tastaturen und Bestell-Nrn. ist in Zem Mikro- 
fiche "Ersatzteilkatalog Tastaturen", Bestell-Nr. 5/99938/67, «nthalten. 
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Ersatzteile Spare parts - Piéces de rechange - Repuestos 
STARTYPE/MASTERTYPE 


Tastaturen, Tastenknópfe - Keyboards, keytops 


Claviers, boutons des touches - Teclados, botones de teclas 


20.0 Informa'ion in connection with the ordering 
Information in connection with the ordering of complete keyboards 


A number of basic numbers have been introduced for the keyboard assemblies of each model 
which incorporate tc so-called "B" characteristic, i.e. the keyboard sheet number in the form of 
the 3rd to Sth numerals. 


Example: Startype keyboard, German standard DIN 2137 
Keyboard sheet no.: 766.186 
Keyboard variant no.: 66.186-9101.2/00 


The variant number does not show that the keyboard in question is 766 (German standard 
DIN 2137). For this reason, the 6 numerals of the keyboard sheet number need to be added 
behind the keyboard variant number, with the result that the full number is as follows: 


66.186-9101.2/00 T766.186 
with the character "T" being the symbol for a keyboard. 


Information ia connection with the ordering of individual keytons 


The keytops (1...48) are allocated basic numbers depending on their design and the color. 


Basis rumber for the Startype: 27.6312-077.1/60 (design of knob 18) up to mach. no. 976945 
66.200-4030.1/00 (desgin of knob 18) w.e.f. mach. no. 976946 


When ordering imprinted keytops, the keytop number from the keyboard sheet need to be 
added. Should the detail not be quoted, only blank keytops will be supplied. 


Example: |t is desired to order «ne keytop "A" for the German keyboard. Keyboard sheet 
number 766.201 in the color for the Standard 200/210 sand beige (F314). The 
keytop number in the keyboard shect is 7523. 


Tne complete number is as follows: — 27.6312-077.1/60 7523 up to mach. no. 976945 
66.200-4930.1/00 7523 w.e.f. mach. no. 967945 


Supplementary information concerning keyboards 


A complete list of all keyboards plus reference numbers is given in the microfiche "Spare parts 
catalog keyboards", reference number 5/99938/67. 
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Tastaturen, Tastenknópfe - Keyboards, keytops 


Claviers, boutons des touches - Teclados, botones de teclas 


20.0 Instructions concernant les commandes 
Instructions concernant les commandes pour claviers complets 


Plusieurs numéros de base ont été introduits pour les claviers complets de chaque modèle, 
numéros qui comportent, dans les positions 3 à 5, la soi-disante caractéristique B de la 
présentation de clavier. 


Exemple: Clavier du modéle Startype, allemand, DIN 2137 
Présentation de clavier no.: 766.186 
No. bloc fonctionnel du clavier 66.186-9101.2/00 


Néanmoins, le no. du bloc fonctionrel n'indiquera pas encore qu'il s'agisse du clavier 766 
(airmand DIN 2137). Pour fournir l'indication complète de commande il s'agit donc de citer, à 
la suite du no. bloc fonctionnel et sous la rubrique 'observation', les 6 chiffres repéres de la 
présentation du clavier. 


Le no. complet de commande sera dcnc: 66.186-9101.2/00 T766.186 

instructions de commande concernant: les différents boutons des touches du panneau des 
touches alpha-numériques 

En fonction de la forme des boutons des numéros de base ont été affectés aux boutons de 
touche (1...48) à partir du panneau des touches alpha-numériques ainsi que la couleur. 


Numéro de base pour Startype: 27.6312-077.1/60 (forme bouton 18) jusqu'à mach. 976945 k 
€6.200-4030.1/00 (forme boutoi 18) a partir mach. 976946 


Lorsqu'il s'agit de commander un bouton imprimé de touche il importe de faire suivre à ce 
numéro de base, et sous la rubrique 'observation', le no. du bouton de touche de la présenta- 
tion du clavier. Si iamais ce indication ne seront pas données, le bouton de touche sera fourni 
‘sans impression’. 


Exemple: En cas de besoin du bouton de touche ‘A’ du clavier allemand DIN 2137, présenta- 
tion de clavier no. 766.201 dans la couleur pour Standard 200/210, beige sable 
(F314). Le no. dans la présentation de clavier est 7523. 


Par conséquent, le numero complet de commande sera: 


27.6312-077.1/60 7523 jusqu'à Mach. 976945 
66.200-4030.1/00 7523 a partir Mach. 976946 


Documentation plus exhaustive au sujet des claviers 


La micro-fiche "catalogue des piéces de rechange claviers", no. commande 5/99938/67 com- 
portera une représentation compléte de tous les claviers introduits et nos. de commande. 
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| Claviers, boutons des touches - Teclados, botones de teclas 


Datum/Date/Fecha 
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20.0 Pedido 


Pedido de teclados completos 


En el nümero de referencia de un teclado completo, el segundo nümero (las cifras 3 a 5) es el 
mismo que el segundo nümero del teclado en la "hoja del teclado" (la hoja con la ilustración 
de todas las teclas de un teclado). 


Ejemplo: Teclado del modelo Startype ieclados Hispano 
No. de la hoja dei teclado: 811.186 
No. del teciado completo: 66.186-9101.2/00 


La referencia del teclado completo no indica de que se trata del teclado 81* ("Espanol 4"). 
Para que el numero de pedido sea completo hay que indicar detrás del número de referencia, 
an la casilla para observaciones, el número completo de la hoja del teclado. 


E. número de pedido completo es: 66.186-9101.2/00 1811.166 


Pedido de botones de teclas alfanuméricas 


Los botones de las alfanuméricas (teclas 1...48) tienen un número de referencia común que 
depende de la forma de la tecla así como el color de la tecla. 


El número de referencia para teclas del modelo Standard 200/210 es: 


27.6312-077.1/60 (Forma de teclas 13) hasta máquina 376945 
66.200-4030.1/09 (Forma de teclas 18) desde máquina 376946 


Para pedir un botón de tecla que lleva impreso una letra o un signo, se debe indicar detrás del 
número g^neral, en la casilla para observaciones, el número de la tecla deseada ta! y como 
aparece en la hoja del teclado. Si falta el segundo número, suministraremos un botón de tecla 
en blanco. 


Ejemplo: Se necesita el botón de la tees "A" del teclado "Español 4" 811. El número de la 
hoja del teclado es 811.153. El código de color para el modelo Standard 200/210 
es F314 para beige arena. El número de la tecla "A" en la hoja del teclado es 7523. 


El numero de pedido completo para e botón de tecla "A" es: 


27.6312-077.1/60 7523 hasta máquina 976945 
66.200-4030.1/00 7523 desde máquina 967946 


Otra documentación sobre teclados 


Una presentación completa de todas los teclados introducidos y sus números de referencia 
está incluida en la microficha "Catálogo de Repuestos - Teclados", referencia 5/99938/67. 
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20.1 


Englisch 
English 
Anglais 
Inglés 


Bis/Up to/Jusqu'à/Hasta Masch. 976945: 
Ab/W.&.f./A partir/Desde Masch. 976946: 


Piéces de rechange - Repuestos 


dJ-——P——————————————————————ÁÁÉsÉÁ pj 
Tastaturen, Tastenknópfe - Keyboards, keytops - Claviers, boutons des touches - fe 
AAA ee 


Bestell-Nr. Benennung 
Order no. Term 
No. de ccmmande Appelation 
Referencia Denomi nac i ( 
restée Ge - 
27.6312-077.1/60 xxx 1) Schreibtast 
66.200-4030.1/00 xxxxx Individual 
Bouton de ! 
Botón de te 
66.186-9101.2/00 T558.186 Tastatur, | 
Keyboard, < 
Clavier, cy 
Teclado, cf 
43269 mu 7509 7571 7787 


| 


E 


Ç 
Alla 


ES EB fe 


> 
c 
= 


COL 


1) Tastenknopf-Nr. aus Ta: 
Fit keytop number giver 
Indiquer le no. de bou! 
Indicar el no. del boti 


Datum/Date/Fec ha 09 89/01 
7812.00.67 


Ident.-Nr cent no 


lados, botones de teclas 


Farbe Tastaturvorlage-hr. : 558.186 
Color Keyboard sheet no. $ 
? Couleur Yo. de Je présent. de clav. : 

n Color Mo. de hoja del teclado 

‚enknopf F314 

keytop F296 

ouche alpha-numérque 

cla alfanumérica a 

pl. 

Issy 


7724 7633 51803 51004 51805 51806 7764 7510 


L | 
Gees 


Ss) (ss 


262560 30916 


7526 | 


36 7537 7538 51682 7540 20638 7642 21111] 


;taturvorlage einsetzen 

| in keyboard sheet 

on de la présent. de clavier 
n de la hoja del teclado 


20.2 


Franzósisch 6 
French 6 
Francais 6 
“rancés 6 


Bis/Up to/Jusqu' à/Haste Masch. 976945: 
Ab/W.e.f./A partir/Desde Masch. 976946: 


Keyboards, keytops - Ciaviers, 


Ersatzteile . Spare parts - Piéces de rechange - Repuestos 
Startype/Mastertype 


Tastaturen, Tastenknópfe - 


boutons des touches - Te 


Bestell-Nr. Benennung 
Order no. Term 
No. de commande Appelation 
Referencia Denomi naci! 
27.6312-0/7.1/60 xxx 1) Schreibtas 
66.200-4030.1/00 xxxxx Individual 
Bouton de ` 
Botón de ti 
66.186-9101.2/00 T763.186 Tastatur, | 
Keyboard, | 
Clavier, c| 
Teclado, c 


40355 7564 


ED fe 


(2) 
—— 


DCE 


1) Tastenknopf-Nr. aus Ta 
Fit keytop number aive 
Indiquer le no. de bou 
Indicar el rs. del bot 


Datum/Date/Fecha 09.89/01 


Ven: Nr Dean. no: 7812.00.67 


clacos, botones de teclas 


Farbe Tastaturvorlage-Nr. : 763.196 
Color Keyboard sheet no. A 
Couleur No. de la présent. de clav. : 

)n Color No. de hoja del teclado 

Lenknopf F314 

keytop F296 

Louche alpha-numérque 

>cla alfanumérica 

pl. 

assy. 

)l. 

M. 

354) 7548 T 5099 ` zua = 51801 — 2553 "um 


363633 030 (3 (S) 
| im 


! 
1537 15% 5182 "au — 3556 — 2355) — 51460 


staturvorlage einsetzen 

n in keyboard sheet 

ton de la présent. de clavier 
6n de la hoja de! teclado 


G10 
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Stertype/Mastertype 


Tastaturen, Tastenknópfe - Keyboards, keytops - Claviers, 


boutons des touches - Te 


20.3 Deutsch - DIN 2137 Bestell-N^. Benennung 
German - DIN 2137 Order no. Term 
Allemand - DIN 2137 No. de commande Appelation 
Alemán - DIN 2137 Referencia Denoninacil 

Sis/Up to/Jusqu'à/Hasta Masch. 976945: 27.6312-077.1/60 xxxxx n Schreibtast 
Ab/W.e.f./A partir/Desde Masch. 976946: 66.200-4030.1/00 xxxxx Individual 
Bouton de 1 

Botón de te 

66.186 9101.2/00 1766.186 Tastatur, ! 

Keyboard, < 

Clavier, c[ 

Teclado, cy 

42613 241266 7500 40274 7787 7662 


G11 


met 


Ts 


GEES 


CD LS LD EE 


1) Tastenknopf-Nr. aus Tas 
Fit keytop number giver 
Indiquer lë no. de bout 
Indicar el no. del bot 
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lados, botones de tec!as 


Farbe Tastaturvorlage-Nr. : 766.186 
Color Keyboard sheet no. : 
Couleur No. de la présent. de clav. : 

n Color No. de hoja del teclado 

‚enknopf F314 

keytop F296 


ouche alpha-numérque 
cla alfarumérica 


3089 SWN 5113 51614 51615 42614 7657 


| L | 
bo se 
A 
G) n J A 


HAAR 


7515 RIT 42615 


! 
7 2538 51682 7540 9689 7626 5165 


taturvorlege einsetzen 

| in keyooard sheet 

on de la présent. de clavier 
yn de la hoja dei teclado 
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Startype/Mastertype 


Tastaturen, Tastenknópfe - Keyboards, 


keytops - C'aviers, boutons des touches - Te 


20.4 Amerikanisch 3 Bestell-Nr. Benennung 
American 3 Order no. Term 
Américain 3 No. de commande Appelation 
Americano 3 Referencia Denomi naci 

Bis/Up to/Jusqu'à/Hasta Masch. 976945. 27.6312-077.1/60 xxxxx Hi Schreibtas 
Ab5/W.e.f./A partir/Desde Masch. 976946: 66.200-4030.1/00 xxxxx Individual 
Bouton de 

Botón de t 

66.188-9101.2/00 1798.188 Tastatur, 

Keyboard, 

Clavier, c 

Teclado, c 


7512 51975 , 504‘ 


im 


A 52201 + T é 2 87 


I8) 
e 


CO LS LD LÒ 


1) Tastenknopr-Nr. aus Ta 
Fit keytop number give 
Indiquer le no. de bou 
indicar el no. del bot 
G13 


Dalum/Date/Fecha: 09.89/01 


1dent.-Nr.Ident.no.:. 7312.00.67 


clados, botones de teclas 


Farbe Tastaturvoriage-Nr. : 798.188 
Color Keyboard sheet no. > 
Couleur No. de !a présent. de clav. : 

bn color No. ce hoja ael teclado 

tenknopt F314 

kaytop 1296 


touche alpha-nımerque 
ecla alfanumérica 


E « 


K d 
50397 ? 


50654 


7538 5193 7540 


staturvorlage einsetzen 

' in keyboard sheet 

ton de la présent. de clavier 
ón: de la hoja del teclado 


G14 


Ersatzteile . Spare parts - Piéces de rechange - Repuestos 
Stariype/Mastertype 


, Tasvenknôpfe - Keyboards, keytops - Claviers, boutons des touches - Ti 
A 


Tastaturen 


20.5 Spanisch 4 Bestell-Nr. Benennurg 
Spanish 4 Crder no. Term 
Espagnol 4 No. de commande Appelatior 
Espanol 4 Referencia Denoni neci 

Bis/Up to/Jusqu'à/Hasta Masch. 975945. 27.6312-077.1/60 xxxxx n Schreib:.a: 
Ab/W.e.f./A partir/Desde Masch. 976946: 66.200-4030.1/00 xxxxx Individual 
Bouton de 

Botón de 1 

66.186 -9101.2/00 T811.186 Tastatu”, 

Keyboari, 

Clavier, ¢ 

Teclado, « 


0369 ig 7500 7652 


E 


42579 5445 


1) Tastenknopf-Nr. aus Ti 
Fit keytop number giv 
Indiquer le no. de boi 
Indicar el nc. de. bo 


G15 


20-009 
Datum/Date/Fecha 09.89/01 
Ident.-Nr./Ident. no: 7812.00.67 


Seve/Page/Pagina ` 


clados, botones de teclas 


Farbe Tastaturvorlage-Nr. : 811.186 
Color Keyboard steet no. : 

| Couleur No. de la présent. de clav. : 

Dn Color No. de hoja del teclado 

tenkncpf F314 

keytop F296 

touche alpha-numérque 

ecia alfanumérica 

kpl. 

assy 

pl. 

pl. 

40056 — 7504 wn  :51829 Sun $1831 7654 ` ën 


opg 
JOA | 
AR 


| 


e 


1 
7526 N 7521 7658 | 77509 7830 
[j t 
7537 :7538 51682 7540 7541 11660 1506 


7520 “7829 7536 


istaturvorlage einsetzen 

an in keyboard sheet 

ton de la présent. de c!avier 
tón de la hoja dei teclado 
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Ersatzteile . spare parts - Piéces de rechange - Repuestos 
Startype/Mastertype 


—————————————————————————— 
Tastaturen, Tastenknópfe - Keyboards, keytops - Claviers, boutons des touches - Te 


20.6  Canada-Franzósisch 4 Bestell-Nr. Benennung 
Canada-French 4 Order no. Term 
Canada-Francais 4 No. de commande Appelation 
Canada-Francés 4 Referencia Denomi nacit 

Bis/Up to/Jusqu'd/Masta Masch. 975945: 27.6312-077.1/60 xxxxx H Schreibtas! 
Ab/W.e.f./A partir/Desde Masch. 975946: 66.200-4030.1/00 xxxxx ' Individual 
Bouton de ! 

Botón de t« 

66.187-9101.2/00  1850.187 Tastatur, k 

Keyboard, 

Clavier, cf 

Teclado, c[ 


30630 41266 7500 51858 51687 


Bu 51681 


1) Tastenknopf-Nr. aus Tas 
Fit keytop number giver 
Indiquer le no. de bout 
Indicar el no. del boté 


G^7 


Seite/Page/Página 


Datum/Date/Feche 09.89/01 
Ident.-Nr./ldent. no. 7812.00.67 


lados, botones de teclas 


Farbe Tastaturvorlage-Nr. : 850.187 
Color Keyboard sheet no. : 
Couleur No. de la présent. de clav. : 

n Color No. de hoja del teclado 

‚enknopf F314 

keytop F296 


couche alpha-numérque 
cla alfanumérica 


pl. 
ISSy. 
l. 
1. 


51859 51860 ‘51616 :51061 :51062 51006 30074 751 
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] 50398 


FT Ge, OU. NEM, AE DIR. S 
| | A 
ai adea 
MQQQQGR! 
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1526 | 1527 


7537 7538 5482 7540 :30853 642 


taturvorlage einsetzen 

| in keyboard sheet 

on de la présent. de clavier 
n de là hoja de! teclado 


G18 


Ersatzteile Spare parts - Piéces de rechange - Repuestos 
MASTERTYPE 100i/110i, STAR TYPE 130i 
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Isent.-Nr.'Ident. no: 7812 00.67 


. | Tastaturen, Tastenknöpfe - Keyboards, keytops 


Claviers, boutons des touches - Teclados, botones de teclas 


21.1 Bestel'hinweise 


Bestellhinweise für komplette Tastaturen 


Für die kompletten Tastaturen eines jeden Modells sind mehrere Grundnummern eingeführt, 
die in den Steilen 3 bis 5 das sogenannte B-Merkmal aus der Tastaturvuriage beinhalten. 


Beispiei: Tastatur Deutsch DIN 2137 
Tastaturvoriage  Mastertype 100: 866.465 
Mastertype 110i: 866.475 
Startype 130i: 866.485 


Baugruppen Nr. der Tastatur Mastertype 100i: 66.465-9021.5/00 
Mastertype 110i: 66.475-9021.5/00 
Startype 130i: 66.485-9021.5/00 


Die Baugruppen-Nr. sagt noch nicht aus, daB es sich um die Tastatur 766 (Deutsch DIN 2137) 
^andelt. 

Für die vollstándige Bestellangabe müssen daher hinter der Baugruppen- Nr. als Zusatz- 
merkmal die 6 Kennziffern aus der Tastaturvorlage auigeführt werden. 


Die vollstandiga Bestellnummer lautet. 


Mastertyne 100i: 66.465-9021.5/00 T866.465 | 
Mastertype 110i: 66.475-9021.5/00  T866.475 | 
Startype 130i: 66.485-9021.5/00  T866.485 | 


Bestellhinweise für cinzelne Tastenknöpfe, Funktonstastenknôpfe und Blenden 


Alle Tastenknópfe werden in den Tastaturvoriagen mit einer 10stelligen Nummer aufgeführt. 
Für die vollständige Bestellangabe muß hinter der jeweiligen Nummer der Index angegeben 
werden. So lange in den Tastaturvor! gen kein Index aufgeführt ist, gilt immer der Index /00. 


Beispiel: Benötigt wir: der Tastenknopf A aus der Tastatur Deu'sch DIN 2137, Tastaturvor- 
lage-Nr. 866.845. Die Nummer in der "astaturvorlage ist 701 028-224 7. 


Die vollstár dige Bestelinummer lautet: 701023-224.7/00 


Weiterführende Dokumentation über Tastaturen 


Eine vollständige Darstellung aller eingeführten Tastaturen und Bestell-Nrn. ist in dem Mikro- 
fiche "Ersatzteilkatalog Tastaturen", Bestell-Nr. 5/99937/67, entha ten. 
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Datum/Date/Fecha: (|| 
MASTERTYPE 100i/110i, STARTYPE 130i EE DS 


Ident.-Nr./Ident. na: 7812.00.67 


Tastaturen, Tastenknópfe - Keyboards, xeytops 


Claviers, boutons des touches - Teclados, botones de teclas 


21.1 Information in connection with the ordering 


Information ir connection with the ordering of complete keyboards 


A numer of basic numbers have been introduced for the keyboard assemblies of each model 
which incorporate to so-called "B" characteristics, i.e. the keyboard sheet number in the key- 
board sheet number in the form of the 3rd of 5th numerals. 


Example: Keyboard, German standard DIN 2137 
Keyboard sheet noMastertype 100i: 866.465 
Mastertype 110i: 866.475 
Startype 130i: 866.485 


Keyboard variant no. Mastenype 100i: 66.465-9021.5/00 
Mastertype 110i: 66.475-9021.5/00 
Startype 130i: 66.485-9021 5/89 


The variant number does not show that the keyboard in question is 866 (German sianc ard 
DIN 2137). 

For this reason, the 6 numerals of the keyboard sheet numer need to be addea behind the 
keyboard variant number, with the result that the full number is as follows: 


Mastertype 100i: 66.465-9021.5/00 866.465 
Mastertype 110i: 66.475-9021.5/00  T866.475 
Startype 130i: 66.485-9021.5/00  T866.485 


with the character "T" being the symbo! for a keyboard. 
Instructions for the ordering of individual keytops, function keytops and panels 


All the keytops are quoted in the keyboard sheets with a 10 digit reference number. In order to 
quete the full reference number, it is essential that the corresponding index is given behind the 
reference number. In the event of no. being given in the keyboard sheets, the index quoted 
should always be /00. 


Example: it is desired to order keytop "A" for the German keyboard, German standard 
DIN 2137. 
The corresponding keyboard sheet number is 866.485. The number quoted on the 
keyboard sheet is 701 028-224.7. 


The fui! reference number is therefore: 701028-224.7/00 


Supplementary inforination concerning keyboards 


A complete lis: of all keyboards plus reference numbers is given in the microfiche "Spare parts 
catalog keyboards", reference number 5/99937/67. 
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MASTER T YP". 100i/110i, STARTYPE 130i 


21. | Tacuaturen, Tastenknópfe - Keyboards, keytops 


-'avrers, boutons des touches - Teciados, botones de teclas 


21 : Instructions concernant les commardes 


Instructions ccncernant les commandes pour claviers complets 


Plusieurs numéros de base ont été introduits pour les claviers complets de chaque modèle, 
numéros qui comportent, dans les positions 3 à 5, la soi-disante caractéristique B de la présen- 
tation de clavier. 


Exemple: Clavier, alleriand DIN 2137 
Présentation de 


clavier no. Mastertype 100i: 866.465 
Mastertype 110i: 866.475 
Startype 130i: 866.485 


No. bloc fonctionnel du clavier Mastertype 100i: 66.465-9021.5/00 
Mastertype 110i: 66.475-9021.5/00 
Startype 130i: 66.485-9021.5/00 


Néanmoins, le ao. du bloc fonctionnel n'indiquera pas encore qu'il s'agisse du clavier 866 
(allemand DIN 2137). 

Pour fournir l'indication compléte de commande il s'agit donc de citer, à la suite du no. bloc 
fonctionnel et sous la rubrique 'observation', les 6 chiffres repéres de la présentation du 
clavier. 


Le no. comolet de commande sera donc: 


Mastertype 100i: 66.465-9021.5/00 T866.465 
Mastertype 110i: 66.475-9021.5/00 T866.475 
Startype 130i: 66.485-9021.5/00  T866.485 


Instructions concernant la commande de quelques boutons de touche, boutons de touche de 
fonction déterminés, et couvre 


Tous les boutons de touche apparaissent dans les présentations de clavier avec un numéro à 
dix positions. Pour compléter la référence de commande i! importe de citer l'indice à la suite du 
numéro correspondant. Si jamais les présentations de clavier ne comportant pas d'indice, 
l'annotation /00 sera toujours valable en tant qu'indice. 


Exemple: |! s'agit de commander le bouton de touche A du clavier 'allemana' DIN 2137, 
numéro de présentation de clavier 866.485. Le numéro de la présentation de cla- 
vier est 701028-224.7. 


Le numéro compiet de commande sera donc: 701028-224.7/00 


Documentaton plus exhaustive au sujet des claviers 


La micro-fiche "catalogue des pièces de rechange claviers", no. commande 5/99937/67 com- 
portera une représentation compléte de tous les claviers introduits et nos. de commande. 
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Tastaturen, Tastenknópfe - Keyboards, keytops 
Claviers, boutons des touches - Teclados, botones de teclas 


21.1 Pedido 


Pedido de teciados compietos 


En el numero de referencia de un teclado completo, el segundo número (las cifras 3 a 5) es el 
mismo que el segundo numers del teclado en la "hoia del teclaco" (la hoja con la ilustración 
de todas las tecias de un teclado). 


D 


Ejemplo: Teclado, teclados Espsnol 4 


No. de la hoja 

del teciado Mastertype 100i: 866.465 
Mastertype 110i: 866.475 
Startype 130i: 866.485 


No. del teclado completo  Mastertype 100i: 66.465-9021.5/00 
Mastertype 110i: 66.475-9021.5/00 
Startyp^ 130i: 66.485-2021.5/00 


La referencia del teclado completo no indica de que se trata del teclado 862 (Espanol 4). 
Para que el número de pedido sea completo hay que indicar detrás del número de referencia, 
en la casilia para observaciones, el número completo de la hoja del teclado. 


E! número de pedido completo es: 


Mastertype 100i: 66.465-9021.5/00 T862.465 
Mastertype 110: 66.475-9021.5/00  T862.475 
Startype 130i: 66.485-9021.5/00  T862.485 


Pedido de botones de teclas alfanuméricas teclas de función y cubierta 


Todas las teclas aparecan en la hoja del teclado con un número de referencia de 10 cifras. 
Para el pedido es necesario indicar también el indice detrás ca! número. Si en la hoja del 
teclado no está indicado un indice, hay que completar el número con el índice /90. 


Ejemplo: Se necesita ei botón de tecla "A" del teclado Espanol 4. El numero de la hoja del 
teclado es 862.485. El numero de la tecla "A" en la hoja del teclado es 
701028-224.7 


El nümero de pedido completo para la tecla "A" es: 70102% 224.7/00 


Otra documentación sobre teclados 


Una presentación completa de todas los teclados introducidos y sus números de referencia 
está incluida en la microficha "Catálogo de Repuestos - Teclados", referencia 5/99937/67. 
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Tastaturen, Tastenknópfe - Keyboards, keytops - Claviers, boutons des touches - Ti 


Englisch Bestell-Nr. Benennung 
English Order no. Term 

Anglais No. de commande Appelatior 
Ingl&s Referencia Denomi nac i 


xxxxxx-xxx.x/00 1) Schreibtas 
Individual 
Bouton de 
Bot6n de t 


66.485-9021.5/00 T558.485 Tastatur, 
Keyboard, 
Clavier, c 
Teclado, c 
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1) Tastenknopf-Nr. aus Ta: 
Fit keytop number giver 
Indiquer le no. de bout 
Indicar el no. de! boti 
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21.2 Franzöisch 6 Bestell-Nr. Benennung 
French 6 Order no. Term 
Francais 6 No. de commande Appelatic 
Francés 6 Referencia Denomi rac 
Beigisch mr E 
3elgian j 
Belge xxxxxx-xxx.x/00 1) Schreibta 
Belga Indi vidva 
Bouton c^ 
Botón de 
* 66.485-9021.5/00 T763.485 Tastatur, 
Keyboard, 
Clavier, 
Teclado, 
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in in keyboard sheet 


ton de 


Startype 130i 
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Bestell-Nr. Renennung 
Order no. Term 
No. de commande Appelation 
Referencia Denomi naci 
xxxxxx-xxx.x/00 1) Schreibtas 
Individual 
Bouton de 
Botón de t 
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W2vsi-2547 


201049-244.7 b! 
y = 10-2207 
702060- 2%. 
os 1 | — .. | [= 701115-214.7 
Lor | 19203! 266 =. ED yl ERIN 
$595 |, | 15236-2242 
3273 = 702023-234.7 20 = | 
¿Sos u d A = 70111-2147 
707633-244.7 
1 = 701035- 224.7 
^ | 701023-234.7 al -NI à | een 
$ | 702032-2447 =Â 180 L = | 701034-226.7 
S | 3 702038-234.7 in ES Ch RER 
g E v 702031-246.7 = ER | z es 
"I ER 66.150-4083.5 al | NM lt | A 701033-224. 
ct 31 2 
$ A € 701040-234.7 = À h - lg S gt 
3 298 702030-244.7 g | i G 701032-224.7 
. Sa SÉ | 
$ S327 Wes p— 702046-2. 
3 #332 SS 702029-244.7 
= e els au. „aa: H mam 
o a >. = eh 4 er e e `+ 


on de la présent. de clavier 
in de ia noja del teclado 


taturvorlage einsetzen 


\ in keyboard sheet 


Er-atzteilkatalog 
Spare parts catalog 
Catalogue de piéces de rechange 
Catáiogo de Repuestos 


Mastertype, Mastertype D 
Mastertype i, ES 95, ES 95i 
Mastertype 100i, Mastertvpe 110i 
Mastertype 120i, Mastertype 100 BEi 
Mastertype BAi, Ai, BT 

Startype, Startype i, Startype 130i 
Startype 130 BEi, Startype BAi, Ai, BT 


Service Department 


H1 


Ersatzteile . Spare parts - Piéces de rechange - Repuestos 
Startype 130i 
lastaturen, Tastenknópfe - Keyboards, keytops - Claviers, boutons des touches - T 


21.4 Canada-Franzósisch 4 Bestell-Nr. Benennung 
Canada-French 4 Order no. Term 
Canada-Frangais 4 No. de commande Appelatiot 
Canada-Frarcés 4 Referencia Denomi nac; 

xxxxxx-xxx.x/00 1) Schreibta: 
` Individua! 
Bouton de 

Botón de 1 


66.485-9021.5/00 1850.487 Tastatur, 


Keyboard, 
Clavier, « 
Teclado, « 
M = 
3 3 
= ds z= ES | 
2 » 2 SZ ow 
ki ur F - ^2 
o ~i + Er M Nn 
3 x 3 5 s 2 3 3 3 E wg 
s e í a E : e ` 
ee TE $$ ww e H ` q US ee 
8E T T z T e T OO T8 T W £ | 
pn ~ m 3 ra E t 3 
S < à ^ À AE UU ME INC eru T 
eo o e p y e N a N 
S 
~ = ~ ~ y ` z ~ z 
| ww Db = LL 
| | ES £5 | 


000 O00 000 000 


~ ~ ~ 
) 2 o o 
3 = «= B 
~ ~ ~ = - 
3 5 318 313 22:5 
~ = 3 =s = - A ! ï Gs Kë six 
e wu = ee sa w SN aon Œ 33 
3 n N EE "T Z S Taz A Je 
> d ki Lu À 5 g: n ^ 
M woo o LU $ = 
T 2 $ S? 21 ` #7 * 7 
M = ~ uy LE vw ~ < 
D ~ Re no 3 
e GEZ 3 e 
bg Mo = ki 


1) Tastenknopf-Nr. aus Ta 
Fit keytop number give 
Indiquer le no. de boi 
Indicar el no. del bot 


701446-250.7 


Sis 702016-250.7 —————— ——— | —— — —— 101454 -250.7 
ere 
gjs S 
3 e = NL = 201461-256.7 
c 3 MEN -— 
~ e 5 - 
212 A ` 702013-250.7 É] ——— 701440-254.7 
dE pt = 
3 $ ve 102021- 250 7 701453-250.7 
> oO VZi- 2 
€ 2 es eon — 16145 7=250,7 
2 H o 
HE Egj$ ? 
d ix 701015-244 7 25.230-4048.1 
Oe uo 
Bees 701002-354 7 —f= 
L. E Oo 
d RSS) 47 
2% ez 7010244 E PN 
bec 
23239 701208-234 7 700000-364.6 
+ © 
2200 701089-244 7 35 701209-224.7 
l é Z Z 


701923 -23t 7 


Si; = 701018-264.7 
701762-216.7 
701049-2 4, E N af L Je Ml = — 1011-2262 
7014 36-234.7 ENT —  10ms-21.2 
St E | 


5 70102-2447 ==> —À 701036-224.7 
3595 < 701969-234.7 ! al 
2252 = 69- * 701210-214 7 
"ooo eh 3l | 
2886 701206-244.7 2| l 701035-224.7 
EJ 
701023-234.7 = m 
i | 023- Ha => | 701066-2%6.7 
t 701205-244.7 al 701034 -224.7 
3 : SEIS 
8 3 701635-234.7 x ad | Ki ——701637-216.7 
g HE 2026-242 = E | 1003-22. ` 
wi $2 66.150-4084 5 RK ë ¡EN ll ID 1 700600-384.6 
g q 01688-23 ZE I E 701066-216.7 
8 25 == N 
2 22 701204-244.7- == La 701032-224.7 
^ e we 701436-234.7 4] e E d 
a La = E 1 ec 701043-214 7 
$ Ee: — D VT END = = Kë 
$ E 295 => a 701203-244.7 2 un À = T Se 01031-224 
1s | 2=82 9452-2 1033-20 AAA A | RE 


H4 


staturvorlage einsetzen 

n in keyboard sheet 

ton de la présent. de clavier 
ón de la hoja del teclado 


Ersatzteile . Spare parts - Piéces de rechange - Repuestos 
Startype 130i 


Tastaturen, Tastenknôpfe - Keyboards, keytops - Claviers, boutons des touches - Ti 


Spanisch 5 Bestell-Nr. Benennung 


Spanish 5 Order no. Term 
Espagnol 5 No. de commande Appelatior 
Espanol 5 Referencia Denomi naci 
xxxxxx-xxx.x/00 1) Schreibtas 
Individual 
Bouton de 
Botón de t 
66.485-9021.5/00 T862.485 Tastatur, 
Keyboard, 
Clavier, ( 
Teclado, « 
N z 3 3 23 
$ z £ S 3 3 *. L e 
soe > 3 pS e S z E MU 
L 3 ` 22 S 3 4 334 * 3 Ms 

E E Y e T E à e Ls 
= Z e £ ~*~ T Fe e | 

j ` ~ ae 


Le 


d 
L 'OSZ-965St0L 
wee? 


000 000 000 OÙ 


=L 


M ~ M = 
o o o o | 
o = = 3 
~ ~ ~ o 5 ale "u : 
o o o o ^ o ^ e ` 
FT 3 s $3 $ AT ë T j 
o ~~ o o 3 Q E 
3 T > 33 SE wr? e San C N | 
= vw 7 => d Zo : N V = -= N «+ 
E y de F F re ei FF 4E" L P 
= x z 33 sc wg 242 g = ! 
DH D e: ' d 
n - = wn áa E ~ ss Gi 
wm = wo 2 ~ 
o oo z - 
~ ~~ L^ ~ 


1) Tastenknopf-Nr. aus Ta 
Fit keytop nunber give 
Indiquer le no. de bou 
Indicar el no. del bot 


08.88/00 


Ident.-Nr /ident. nc. 7812.00.67 


| 


xclados, botones de teclas 


: 862.485 


Tastaturvorlage-Nr. 
Keyboard sheet no. 

de la présent. de clav. 
No. de hoja del teciado 


Nc. 


Farbe 
Color 
Couleur 
Color 


Dn 


F314 


keytop 
touche alpha 


tenknopf 


-numérque 


ecla alfanumérica 


702016-250 7 ———— 


702014-250 7 


702021-250 7 | 


=7 


701015-244 7 


70:914-246 7 


701209-234 7 


701201-244 7 


TE 
AS > C8 a 
701424-244 7 1 [| sos em 


7014 36-2367 


| 


701423-244 7 


701969-234 7 


où 
O un 


m 
Ca 
E) 


701422-244.7 


701023-234 7 


ER 
CC 
1 


701421-244.7 


on LE 


70. 3-2 47 
$6 150-L0845 
101688-234.7 


FA 


Efe 
Bi 
E 
Ca) 


701243-244.7 
7014 34-234. 7 


701242-244.7 


| 


EC 
IT 


M 


701.33-234 7 


N Y ` 
9 E? 
701002-304 7 — = A ^ : 
> 3 


701448-250 7 
701454-250 7 


701441-254 7 


701440-254 7 


= 701453 - 250.7 


701447 .250.7 


25.230-4048.1 
701393-224.7 


700000-294.7 


yo Sj 101380-224.7 
| 701018-264 7 


701935-214.7 
—701227-224.7 
[a 70104. 8-214.7 

701036-224 7 

701067-216.7 

701035-224.7 
101046- 2,4 7 

701034 -224 7 
701,37-214.7 


701033-224.7 
700000-3847 
701044-214.7 


701032-224.7 


70104 3-21 7 
701031-224.7 


251351? ^11 7 


staturvorlage einsetzen 


n in keyboard sheet 


ton de la présent. de clavier 
ón de la hoja del teclado 


Spare parts - Piéces de rechange - Repuestos 


Ersatzteile . 


Startype 130i 


Tastaturen, Tastenknópfe - Keyboards, keytops - Claviers, boutons des touches - T 


Benennung 
Appel at i0! 
Denomi nac: 


No. de commande 


Bestell-Nr. 
Order no. 
Referenc. a 


37 


4 
D 


Deutsch-DIN 2137 
German-DIN 2137 


Allemand-DIN 2 
Alemán-DIN 2137 


21.6 


Schreibta: 


XXXXXX-Xxx.x/00 1) 


Individua 
Bouton de 


Botón de ! 


| 


Tastatur, 
Clavier, « 
Teclado, 


Keyboard, 


66.485-9021.5;/00 T866.485 


701005-244 7 = 701030-2247 


701632-23 7 


701608-244.7 d Gei 
70102-2347 N 


le eJ 
ml 
l 


701041-214 7 


701029-224 7 
701001-374 7 
701135-214 7 


701607-244.7 701028-224.7 


701016-234 7 
701057-246647 —— 


701613-214.7 
790001-324 6 
66.150-4085.1 
700000-274 6 


?01019-304 7 


702083-244.7 


701,29-252.7 
701,30-25^7 


70%426-2507 < Á au a a ina á 


702019-250 7 KEY ET 
65 150-4082.0 000 000 00 000 


701961-250.7 


702055-2507 


701597-250,7 —— — | bk -——— — 101926-250.7 


10:925-250 7 = 


Nr. aus Ti 


Fit keytop number give 


Indiquer le no. de boi 
Indicar el no. dei bo 


1) Tastenknopf 


AAA —— 701448B-250 7 


8 m 762016-2507 — r c 7014546 -250 7 
als 8 

- E 7 7 = 721661-2856 7 
HR 14-250 7 —— 71 
g x A 7020 50 e 

2 $ = 


2 x 702013-250 7 = | ) L 1149-2561 
3 t N | 
E is 
- oc 702021-250 7 = = QÒa anma a 7 014 53-250 7 
3 ech - 701447-250.7 
qa 
$ AE © À 
zoe Re RE E sac 
y = SÉ en 9 Mes TOME 
e 929 701002 304 7 
T ËG q 
2% ao 701014-244 7 Kom 25230-1018 1 
Z 22 m h) 701039-224.7 
Zeg o 701027-234 7 === 700000-294 6 
è < b EN 
. 7 -24 - 
2200 01013-264.7 | 701038-224.7 
ke Sé Z Z 2 


701018-264 7 
701577-214 7 


= 101037-224.7 


791578-234.7 
701012-244.7 


7916 36-234 7 i 701048- 214.7 


e 701612-244.7 701036-224 7 

vt a = à 

8978 = 101969-234 7 70104 7-214.7 

ooo m 

u OOo u 701611-244 7 701035-224 7 

101023-234 7 701614 -214.7 
5 701610-244.7 701034-224 7 
o 
7014235- 
3 g 01635-2347 701437-214 7 
o 
$ | So ser 701033-224.7 
ES 66150-40845 700000-384 6 
PA ae 701576-234.7 
$ i 701010-21. 7 
E 2 5 701074-244.7 701032-224 7 
A en © 
+ mu 7014 34-234 7 

2 Sger I | -701043-214 7 
3 ses, s 701073-244 ï 701035-224 7 
= c GLOU ei 
m _S |j 20 See e 7014 33-234 7 201042-214 7 


istaturvorlage einsetzen 
iton de la présent. de clavier 
ton de la hoja del teclado 


an in keyboard sheet 


30. Farbschlüssel 
Color code 
Code couleurs 
Código de colores 


40. Norm - , Standardteile 
Standard parts 
Piéces de la norme, piéces standard 
Piezas normalizadas, piezas standard 


Color C 


KE 
ao 
e uw 


] 


Farbkennzahl 


Struktur 
Structure 


30.1 Farbschlüssel für Teile mit Farbauftrag 
Color code for parts with a color coating 
Code couleurs pour piéces peintes 

Código de colores para p:ezas con color aplicado 


Farbe 


1} 


graprschwarz 
graphitschwarz | 
goldorange 
schietergrau 
schietergrau 
ononbiau 
orıondlau 
schiefergrau 
aluminium 
aluminium 
saturnweiB 
säturnweiß 
laubgrun 
taubg:un 
malacnitgrun 
malachıtgrun 
braun 
braun 
pertgrau 78 
perig au 78 
uchtgrau 
verusberge 
MICI 
sandbe:ge 
sandte ge 
heilg:au (Nex) 
heitgrau (Nix) 
piatnbeige 
platinbe ige 
sandre ge 83 
chiarzoeige 
berge (Com) 
carreraweiñ 
carreraweiB 
grau (AEG) 


Colors 


graphite Diack 
n*3pnite black 
gold orange 
slate grey 
Slate grey 
orion blue 
enon blue 
slate grey 
aluminium 
aluminium 
saturn white 70 
saturn white 70 
leaf-green 
leaf-green 
green 

green 

brown 

brown 

pear! grey 78 
pear! grey 78 
light grey 
venus beige 
venus beige 
sand bege 
sand beige 
fight grey (Nia) 
ight grey (Nis) 
planin beige 
platin beige 
sand beige 83 
beige 

beige (Com) 
carrera white 
carrera white 
grey (AEG) 


1) Glatt - smooth - lisse - liso 
2) Glatt glänzend - smooth polished - lisse-brillant liso-brillante 
3) Genarbt - dimpled - grainé - gotrado 


4) Fein genarbt - lightly dimpied - grainé en fin - finamente gofrado 


Ersatzteile Spare parts - Pieces de rechange - Repuestes 


Couleur 


now graphite 
nor graphite 
orange d'or 
gris ardoise 
gris ardoise 
bleu orion 
bieu orion 
gris ardoise 
aluminum 
aluminium 
blanc saturne 70 
bianc saturne 70 
vert feuil'age 
vert feuillage 
vert malachite 
vert malachite 
brun 

brun 

gris perle 78 
grs perie 78 
gris clair 
5eige venus 
beige venus 
beige sable 
beige sable 
gris clair (Nix) 
gris clair (Nix) 
beige platine 
beige platine 
beige sable 83 
beige chiaro 
beige (Com) 
blanc carrera 
bianc carrera 
gris (AEG) 


Seste/Page/Pagina: 


Datum/Date/Fecha: ()7. 89/01 


ident Mr (dent no: 0001 .00 67 
30. | Farbteile - Color parts - Couleurs pièces - Colores piezas 


30 - 001 


negro grafito 
negro grafito 
naranjado oro 
gris pizarra 

gris pizarra 

azul orion 

azui unión 

gris pizarra 
aluminio 
aluminio 

bianco saturno 70 
bianco saturno 70 
verde hoja 
verde noja 
verde malaquita 
verde malaqu'ta 
marrón 

marron 

gris peria 78 
gris perla 78 
gris luminoso 
beige venus 
beige venus 
beige arena 
beige arena 
gris claro (Nix) 
gris Claro (Nix) 
beige platino 
beige platino 
beige arenz B3 
beige chiaro 
beige (com) 
blanco carrera 
blanco carrera 
gris (AEG) 


— | 


Seite/Page/Página: 30 . 002 
Datum/Date/Fecha: 09 88/01 
Ident.-Nr./Ident. no: 0001.00 67 
Farbteile - Color parts - Couleurs piéces - Colores piezas 


Ersatzteile Spare parts - Pieces de rechange - Repuestos 


30.2 Farbschlüssel für Kunststoffteile 
Color code for plastic parts 
Code couleurs pour piéces en matiére plastique 


Código de colores para piezas de plástico 


Stand/Date of issue/Etat/Euición 09.1988 


Farbkennzahl 
Color code 


glasklar 

natur 

schwarz 
schiefergrau 
saturnwei 70 
goidorange 
lichigrau 
jadegrun 

weiß 76 
anthrazit 
hellgrau 
bordeauxrot 
taıgagrün 
venusbeige 
sandbeige (TN) 
hellgrau (Nix) 
grau 
platinbeige 
sandbeige 
beige (Com) 
bronze beige 
braun 
carreraweif) 
cremegrau (Nix) 
braungrau (Nix) 
grau (AEG) 


transparent 
natural 

black 

slate grey 
saturn white 70 
gold orange 
light grey 

jade green 
white 76 
anthracie 
light grey 
bordeaux red 
green taiga 
venus beige 
sand beige (TN) 
light grey (Nix) 
grey 

platin beige 
sand beige 
beige (Com) 
bronze beige 
brown 

carrera white 
cream grey 
brown grey 
grey (AEG) 


Couleur 


clair 

nature 

now 

gris ardoise 
blanc saturne 70 
orange d'or 
gris lumière 
vert jade 

blanc 76 
anthrazite 

gris clair 

rouge bordeaux 
vert taiga 
beige venus 
beige de sable (TN) 
gris clair (Nix) 
gris 

beige platine 
beige sable 
beige (Com) 
beige bronze 
brun 

blanc carrera 
gris crème 
brun gris 

gris (AEG) 


transparente 
natural 


| 
negro 
oris pizarra 
blenco saturno 70 

1 


naranjado oro 
girs luminoso 
verde jade 

oro 76 
antracita 

gris claro 

rojo burdeos 
verde taiga 
beige venus 
beige arena (TN) 
pris claro (Nix) 
gris 

beige platino 
beige arena 
beige (Com) 
beige bronze 
marrón 
blanco carrera 
gris crema 
marrón gris 
gris (AEG) 


Seite/Page/Página: 


40-001 
09.88/00 
Ident.-Nr./Icent. no: 0002.00.67 


Datum/Date/Fecha: 


Norm-, Standardteile - Standard parts 


Piéces de la norme, piéces standard - Piezas normalizadas, standard | 


40.1 Bestellnummern für Sicherungsscheiben 
Reference numbers for lockwashers 
Réferences pour les rondelles de blocage 
Referencias de arandelas de seguridad (grupillas) 


verkupferte Ausführung 
copper plated version 
exécution cuivree 
diseño cobrizado 
035501-068.6/00 
035502-068.6/00 
035503-068.6/00 


schwarze Ausfúhrung 
black version 
exécution nove 
diseña negra 


033501-060.6/00 
035502-060.6/00 
035503-060.6/00 


035511-068.£/00 


635510-060.6/00 | 03551C-068.6/00 
e 


035504-060.6/00 | 9355U4-068.6/00 
035505-060.6/00 | 035505-068.6/00 
ü35506-060.6/09 035506-068.6/00 
035507-060.6/00 035507-068.6/00 
035505-060.6/90 035508-068.6/00 
035509-060.6/00 035509-068.6/00 


